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NO EASY ANSWERS 


The various structures designed for multiple family living which are 
illustrated, discussed, and criticized in this issue indicate pretty 
clearly the variety of solutions possible within this field. They range 
from completely efficient, thoroughly economical “housing projects" 
through comfortable, still efficient apartment houses in a higher 
economic bracket to more individual, more space-consuming but more 
friendly semidetached and two-family dwellings. 


When a representative of any part of the building economy proclaims 
the need for rental housing in this continuing emergency, he states an 
obvious truth, but by no means narrows the field to one type of struc- 
ture. The architects and their clients, as the work in this issue indi- 
cates, are going to translate the requirements in many individual ways. 


We have no intention of editorializing or quoting statistics regarding 
the “housing problem" ; others are doing this well. There is an obvious 
economic interplay of construction costs, rentals, wages, and legiti- 
mate profits which affects the architect's commission and influences 
his solution. These matters, at the present time, boil down to one 
simple fact: there is need for imaginative, even inspired, designing 
in this field where costs must be kept to a minimum without sacrifice 
of pleasant environment. 


It is also clear that no building or small group of buildings can in 
themselves create a completely satisfactory environment. Any archi- 
tect seriously interested in a dwelling project must be concerned with 
town planning, with the larger environs of the families he is providing 
for, with transportation and schools, and health facilities and shops. 
And yet again, the single individual commission seldom allows the 
designer to do more than worry about these matters. He can advise 
his client; he can work on a broader scale for over-all planning through 
various organizations; his particular assignment will usually be to 
find the best solution within given limitations. 


With our sights thus lowered, the guest critics and the editors of this 
issue, another in the series of PROGRESSIVE ARCHITECTURE Critiques, 
found many signs of progress. Some of the structures are notable for 
study of construction methods, some for a smart use of materials, 
some for ingenious planning, some for that intangible desirable, 
amenity. None of them have been designed as routine or tedious 
commissions; in each case the architect believes, excitedly, that he is 
offering an important, carefully studied solution to a difficult social 
problem. We agree. There are no easy answers any more. 
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Zourite | 


A NEW ALUMINUM 
FACING MATERIAL 


e Handsome appearance 


e Easy to install 


e Easy to maintain 


On Dean's Drug Store in Niles, Michigan, 
Zovrite has been applied vertically to the 
exterior wall and horizontally to the sign 
area above the projecting ceiling ledge. 


This modern shopping center in Modesto, 
California, makes use of Zourite as a fac- 
ing for the walls which separate the stores 
and as a decorative covering for the cornice. 


BEFORE 


These "Before" and "After" pictures of Smith's 
Store in Oakland, California, show how success- 
fully Zourite can transform an out-of-date build- 
ing into a striking, modern store. No major alter- 
ations were made to the face of the structure. 
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ZOURITE — THE MODERN FACING MATERIAL FOR FACADES, WALLS, 
CEILINGS, TRIM, AND OTHER EXTERIOR AND INTERIOR SURFACES 


Zourite is ideal for all facing jobs . . . for new construction 
or remodeling ... for all types of commercial buildings. 

Made of easy-to-work aluminum with a soft, semi- 
lustrous finish, Zourite is styled to the highest standards 
of contemporary architecture. Its decorative, cleanlined 
pattern and moderate price make Zourite a handsome 
and practical covering for the largest facade surface 
or the smallest area of trim. 

It can be applied to exterior or interior surfaces with- 
out major structural changes. High costs for demolition 
work and alterations are eliminated. 

Shipped complete with furring strips, fastening clips*, 
and trim mouldings, Zourite can be applied horizontally 
or vertically to masonry, wood, or metal surfaces. Adjust- 
able tongue and groove joints* reduce job-site labor 


and eliminate the special manufacture of odd sizes and 
*Patent applied for. 


shapes to meet individual job requirements. They also 
allow for expansion and contraction. 

Easily maintained, Zourite can't chip, rust, or scale. It is 
washed clean with water, and it requires no painting. 

Zourite comes іп 8Y2-in. and 4!lA4-in. widths and 
20-foot lengths which can be quickly cut to desired 
lengths on the job. 

Write for construction details which will be sent to you 
at once, and for the illustrated Zourite book which will be 
off the press soon. 

The Kawneer Company, 761 North Front St., Niles, Mich. 


Kawneer 
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THOUSANDS of Light Measurements—84 
Pages of Diagrams and Tables—Will 4 
Help You to Plan the Result You Want “> 


Let this Manual Answer Your Questions on 
PLANNED DAYLIGHTING FOR SCHOOL CLASSROOMS 


T IS EASIER for the architect to design a school if he has this 

book at his elbow and easier for a school administrator to 
answer many questions that come up in connection with 
natural daylighting. 


How bright is a clear sky in winter?—What is the pattern 
of brightness of an overcast sky with respect to azimuth from 
the sun and with respect to altitude from the horizon? 


What brightness ratios may one hope to get with daylight- 
ing constructions available today? How far are windows typi- 
cally shaded under various conditions of outside lighting? 
(More than 1,500 classrooms examined to get this information.) 


What reflectances are recommended for different interior 
surfaces? What task brightnesses may be expected with bilat- 
eral lighting? What effect does ceiling height have on task 
brightnesses? 

What task brightness may be expected when the child is 
reading from a book lying horizontal on a desk farthest from 
the fenestration іп a south room on March 2151 in Seattle? 
In New Orleans? In Юепуег?—/п any city in the United 
States, for any time of day for any room orientation and for 
a bright or overcast sky? 


These are some of the questions answered by the data in 
this book, “Daylight in School Classrooms." There are hun- 
dreds of other questions answered too. The tables are com- 
plete enough to permit you to work out many special prob- 
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lems of your own, problems that have never occurred to 
anyone else but you or problems that are peculiar to your 
north latitude, or a particular orientation of the classroom 
that may interest you. 


FREE to architects, school ad- 


ministrators, educators, teachers, 
lighting engineers and others 
interested in the problems of 
classroom lighting. Write for 


your copy today. 


OWENS - ILLINOIS 


ПМ ОЛОХ 


GLASS BLOCK 


OWENS-ILLINOIS GLASS COMPANY 
Insulux Products Division, Dept. D-31 
Toledo 1, Ohio 


Gentlemen: 
Kindly send me, at no cost, Daylight In School Classrooms. 


Name 


Position 


Address 


City = State 


No---— —— "woo mm m 
hmmm mmm mmm m 


olling Stee 
DOORS 


Manually • Mechanically • Power Operated 


The space saving features, the permanence and greater 
protection of steel, and the economy of long trouble-free 
service afforded by Rolling Steel Doors are well known today 
to both architects and building owners. When you select 
Mahon Rolling Steel Doors you get the finest in materials 
and workmanship, and the latest engineering developments 
in doors of this type . . . you get also, in addition to compact- 
ness of design, distinct operating advantages in the Mahon 
Power Operators. See Mahon's Insert in Sweet's File for de- 
tailed information, complete specifications, installation details 
and clearance dimensions—or consult a Mahon representative. 


THE R. C. MAHON COMPANY 
Detroit 11, Michigan e Western Sales Division, Chicago 4, Illinois 
Representatives in All Principal Cities 


Manufacturers of Rolling Steel Doors, Shutters and Grilles, and Mahon 
Steel Deck for Roofs, Sidewalls, Partitions, Acoustical Ceilings, 


MAHON 
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Economy and Service Distinguishing 
PETRO Performance in Big Buildings . . . 


... also obtained in 
architect's home 


When an architect specifies PETRO oil burning 
equipment for an important industrial building, 
he is following the trend to PETRO that has 
always been noted wherever high efficiency and 
low operating costs are demanded of an oil burn- 
ing system. 


Architects and heating engineers have preferred 
PETRO for over forty years. In this convincing 
manner, they have indicated their unanimous 
agreement with Mr. J. Floyd Yewell that “Petro 
Oil Burning Systems possess an attractive record 
for fuel and labor economy, together with long- 
term service." 


In these words, Mr. Yewell expresses his experi- 
ence with PETRO in numerous big building 
installations. This same service and economy 
distinguish the performance of the PETRO 
Domestic Oil Burner you will find installed in 
Mr. Yewell's home. 


In every kind of installation . . . from towering 
skyscraper to the bungalow on any street . . . 
good performance identifies PETRO. 


[ REG. U S. PAT. RO 


cuts steam costs 


PETROLEUM HEAT AND POWER CO. · 
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Makers of Good Oil Burning Equipment Since 1903 


J.Floyd Y ewell, of New Y ork, is well-known 
both as an architect and an architectural 
renderer. Among outstanding industrial 
jobs with which his name is associated are 
the new plant for Walter Kidde and Com- 
pany in Belleville, New Jersey; the New 
York, Susquehanna and Western Railroad 
Station in Paterson, New Jersey; and the 
plant for Ciba Pharmaceutical Products in 
Summit, New Jersey 


INDUSTRIAL MODELS: No. 5 or No. 6 fuel 
oil; automatic, semi-automatic or manual opera- 
tion; 8 sizes to 450 bhp. “Thermal Viscosity” 
pre-heating. 


DOMESTIC MODELS: No. 3 or lighter oils; 
"conversion" and combination-unit types; 7 
sizes. Patented “Tubular Atomization." 


FULL DATA on Petro Industrial Burners are 
in Sweet’s and Domestic Engineering catalog 
files. Details on Petro domestic burners available 
in separate catalog. Copy of either sent gladly 
on request. 


Stamford, Conn. 


6606060686 


Specify Decorative Micarta“ 


Use it to modernize and glamorize every working surface in your interior 
. . . table-tops, counters, work surfaces, fixtures . . . any place you want 
beauty, convenience and durability combined in one practical material. 


But be sure you specify Decorative Micarta.* Only then will you get all 10 


of these important advantages: 


Super-smooth surface makes cleaning a quick and 
easy task. 


Highly resistant to heat, moisture, mild acids and 
alkalies. Will not spot or stain from food, grease, 
alcohol, etc. 


At slight extra cost, Decorative Micarta is avail- 
able in a “cigarette-proof” grade. Remains un- 
marred, even when cigarettes burn out on it. 


Finished surface is hard and durable. Highly re- 
sistant to abrasion and repeated wipings that mar 
and scratch ordinary surfaces. 


Decorative Micarta is a strong, dense material 
... guaranteed not to warp, chip or crack under 
ordinary service. 


Color-fast, permanent finish. Unusually clear, 
lustrous colors and patterns which won't fade or 
darken. 


Weldwood** Hardwood Plywood FlexmetI** 


Douglas Fir Weldwood 


Mengel Flush Doors Weldtex** (striated plywood) 


Molded Plywood Decorative Micarta* 
Armorply** (metal-faced plywood) Flexwood** 
Tekwood** (paper-faced plywood) Flexglass** 


Weldwood Glue** and other adhesives 


Optional finishes. Brilliant bigh-gloss or lustrous 
satin. 


Truwood Micarta, with surfaces of genuine wood 
veneers, combines the beauty of such woods as 
primavera, mahogany and walnut with all the 
practical features of Decorative Micarta. 


Exclusive *Beauty Mask" of tough Kraft paper 
protects the surface during shipping, machining 
and installation. Strips off easily when ready for use. 


For covering large surfaces quickly and with a 
minimum number of joints, Decorative Micarta 
is available in large 4 ft. by 8 ft. sheets. Smaller 
sizes also available for table tops and similar 
applications. 


oo оө 


Get complete information on Decorative Micarta. 
Desirable colors and patterns are available now to 
blend right in with any interior style. Write: 


UNITED STATES PLYWOOD CORPORATION 
55 West 44th Street, New York 18, N.Y. 


*Reg. U. S. Pat. Off., Westinghouse Electric Corporation 
**Reg. И. S. Pat. Off., United States Plywood Corporation 
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TO PROVE THEIR WORTH 


Dear Editor: As a returned veteran 
back to school to complete my education 
in architecture, I find myself going 
through many changes—changes due to 
added years, years of army experience, 
added marital responsibilities, academic 
adjustments, new design approaches, 
and new materials. These changes are 
naturally quite common to some of my 
fellow students. 


There are so many types of us. Some 
have ambitions to change the entire 
philosophy in the approach to architec- 
ture, and others want merely to get the 
minimum requirements to pass the Ar- 
chitectural State Board. Some apply 
what they have learned in school and 
in the armed service, and they wish to 
perform a real social need, while others 
are completely indifferent. Without a 
doubt, we do present a problem to all 
concerned. 


Established architectural firms and the 
more experienced architects seem to un- 
derstand our problem, and do not look 
upon us as a serious contagious disease 
to be avoided. The newer firms, how- 
ever, established by young men who 
were fortunate enough to complete their 
education uninterrupted by the war, are 
not so understanding nor so confident. 
We welcome an opportunity to prove 
our worth to these men. We are young 
but our experiences are wide and varied. 
Mistakes will occur, but advice is de- 
sired. We are an extremely aware, 
ambitious, and inquisitive group. 


"Fifi is not the kind of French curve | sent you out for, Smedley! 
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And gentlemen, why should this not be 
the case? We fought a war so that our 
schools, their faculties, and students 
could study architecture with the free- 
dom so necessary for this art. Had 
we failed, who could guess the conse- 
quences. 


So now as we enter the profession, we 
would like to know that you understand 
our problem and we believe you may 
expect good things of us. Out of the 
history of the past, the experience of 
today, we plan for tomorrow. 


WM. F. JoNES 
School of Architecture 
Columbia University 


WEIDLINGER'S "WELDING" 


Dear Editor: In reading the article, 
“Welding: Its Implications and Applica- 
tions,” rather thoroughly I find very 
little upon which to comment. It is care- 
fully written and appears to state con- 
ditions about as they exist, although it 
has been several years since I was 
actively engaged in the field of struc- 
tural welding. 


I believe the author might well make a 
distinction between the different types 
of rigid frames. Those which are essen- 
tially of the arch type are quite widely 
used in some industrial building and in 
auditoriums or gymnasiums. These are 
not too difficult to analyze. The office 
building type composed largely of col- 
umns and beams is much more difficult 
and, doubtless, it is true that engineers 
have avoided the additional work in- 
volved in making the calculations. Full 
continuity involves a very considerable 
amount of field welding which, in gen- 
eral, is more expensive than shop weld- 
ing. I am not in a position to evaluate 
the difference in cost, but in the earlier 
years of development we endeavored to 
keep the field welding to a minimum. 


" 


I believe it would be well for the author 
to include AC welding, since it is also 
widely used. I trust these few comments 
may be of some assistance to you in 
evaluating this discussion. 


H. M. PRIEST, Manager 
Railroad Research Bureau 
United States Steel Corp. Subsidiaries 


Author's Note: Your remarks regarding 
the use of AC welding were incorporated 
in the article. There are—as you have 
pointed out—various degrees of “dif- 
ficulties” in the analysis of rigid frames. 
Simple bents are sometimes easier to 
design than multistory frames; how- 
ever, both require more calculations 
than simple beams and columns. Since 
the article is written for the architect, 
whose knowledge of these matters is, 
unfortunately, somewhat limited, I felt 
not justified in going into the discussion 
of various types of rigid frames. Apolo- 
gies to the structural engineers, from 
whose point of view these distinctions 
are quite essential. 

PAUL WEIDLINGER 


FURTHER APPROVAL 


Dear Editor: I think that Mr. Weid- 
linger’s article is timely. Structural 
welding needs a boost. Mr. Weidlinger 
has reviewed the past, sized up the 
present, and pointed the way to the 
future. Welding progress in the making 
of metal containers for gases and liquids 
has been extremely rapid; there has 
been no comparable advance in the con- 
struction of buildings and bridges. 


Mr. Weidlinger’s article is centered 
around building construction although 
his table of the possible metal savings 
by welding instead of riveting includes 
data for bridges quoted from Mr. La- 
Motte Grover. 


In my opinion, lack of simple but effec- 
tive assembly devices has slowed up 
welded building construction more than 
any other physical factor. Such devices 
adapted to field assembled, welded tanks 
have been used for years. Their design 
for buildings is more difficult because 
of the necessity of locating them accu- 
rately with little cost, and in such a way 
that they will not interfere with the 
welding of the main joint. 


In the case of welded bridges the main 
physical difficulty appears to be one 
of material. ASTM-A7 steel has long 
been widely used for riveted bridges and 
the designs have been based on a 
strength of 60,000 psi. To maintain this 
strength throughout the entire range of 
thickness, it is necessary to vary the 
carbon content. The welding engineer 
insists that the carbon be kept to a 
maximum of .25%; the steelmakers are 
equally insistent that this cannot be 
done unless the strength is varied, being 
less for the greater thicknesses; the 
bridge builders and users refuse to 
adopt and use a design strength varying 
with thickness because, if they did, 
welded bridges couldn’t compete with 


(Continued on page 10) 
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(Continued from page 8) 


riveted bridges. Thus there is an im- 
passe for large bridges. 


Furthermore, fatigue tests on fillet 
welded joints, such as would now be con- 
sidered essential for welded bridges, in- 
dicate very low fatigue strength. This, 
also, in the minds of many men accus- 
tomed to conventional riveted bridge 
construction is good reason for contin- 
uing to make riveted bridges. A fatigue 
test program on riveted joints which is 
in the offing may change this viewpoint 


DECORATIVE FLEXGLASS captures the 
Delicate Beauty of “MIMOSA”. . . in crystal and color 


Here's something you're always looking 
for . . . really new decorative material with 
almost endless possibilities. 

This new Decorative line is real 
Flexglass . . . rectangles of genuine glass 
firmly mounted on a flexible fabric back- 
ing. It fits snugly and easily on curved sur- 
faces, around corners, on pillars . . . any- 
where at all. 

Yes, there's all that versatility and more. 
Much more. Decorative Flexglass features 
striking designs fired on the underside of 


UNITED STATES PLYWOOD CORPORATION 


by proving that the riveted joints are 
just as poor, in fatigue strength, as 
the fillet welded joints have been shown 
to be. 


The solution for welded bridges prob- 
ably lies in radically new designs, using 
ASTM-A7 tubular members thin enough 
to have good welding properties and 
60,000 psi. strength without excessive 
carbon. Therefore, I agree with Mr. 
Weidlinger’s favorable appraisal of 
tubular members. 


As to testing: with present radiograph- 
ing technique, I think it would be prac- 
tically impossible to radiograph struc- 
tural girder-to-column welds, so unless 
new techniques are developed, of which 
I have seen no indication, reliance must 


the glass in brilliant ceramic colors (where 
it can’t ever wear off). 

Use Decorative Flexglass for entire 
walls, striking panel effects, compelling em- 
phasis ... апу way your ingenuity dictates. 

Available now in various color combina- 
tions, are 3 standard patterns . . . "Clus- 
ters," "Vintage," and "Mimosa" (illus- 
trated) *. And you can order custom pat- 
terns to your own design. 

Interesting? It's enchanting! Write to- 
day for full information to: | 


Dept. F, 55 West 44th Street, 
New York 18, N.Y. 


*Designed by Muller-Barringer 
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be placed upon good design, good assem- 
bly, well trained operators, proper 
supervision during welding, and visual 
inspection aided by magnafluxing and 
trepanning or otherwise removing weld 
samples to get good work. I think that 
radiographing will never, of itself, 
“completely remove uncertainty from 
welded structures." 


The next to last sentence of the last 
paragraph under “The Role of Building 
Codes" I do not understand, for it ap- 
pears to me that prequalified procedures 
greatly simplify the work for everybody 
concerned. The provision that proce- 
dures other than the ones prequalified 
may be used, provided the user qualifies 
them by prescribed tests, encourages the 
development of new procedures. I can- 
not imagine a more simple and yet more 
flexible set of safe rules for welding 
procedure. 


I cannot see the propriety of comparing 
the irregularities of welds to the “for- 
midable complexity of welding equip- 
ment." Furthermore, probably because 
I am not an artist, I do not understand 
the antecedent of the expression, *such 
an approach," which appears in the 
next sentence. Certainly the weld ripples 
are insignificant as compared with a 
building and its structural parts. 


This article is excellent and will do much 
good. 

Н. С. BoARDMAN 

Chicago Bridge and Iron Co. 

Chicago, Illinois 


Author's Note: I would like to express 
my appreciation for the thoroughness 
and thoughtfulness of your remarks. 
I agree, indeed, with all your general 
comments. I hope that the editors of 
PROGRESSIVE ARCHITECTURE will print 
them, since they will effectively con- 
tribute to the purpose of the article, al- 
though it was necessarily restricted to 
the discussion of building construction. 
The problems which you have pointed 
out about welded bridges are very per- 
tinent and should be of interest to the 
reader. In my article I have not dis- 
cussed the use of assembly devices, 
partly for the lack of space and partly 
because, as far as I know, most such 
devices (like the Sachs Erection System) 
«re patented and used by individual 
companies only. However, I believe your 
remarks on this point are correct and 
important. 


I agree also, in general, with your 
remark that “reliance must be placed 
upon good design, good assembly, well 
trained operators, proper supervision, 
etc." but I do hope that alternately 
radiographic inspection will advance 
sufficiently to be used on a large scale. 
In some instances this has been done 
already. Of course, it will not remove 
“completely” the element of uncertainty, 
since this element will exist in all man- 
made instruments and in nature itself. 
The word “completely,” therefore, can- 
not be taken literally. 


The paragraph about bwilding codes is 
open to a different interpretation. Codes, 


(Continued on page 12) 


CORNER DETAIL 


WITH OPEN SHEATHING 


Double-Coursing 


THE SIDEWALL OF TODAY 


With the introduction of double-coursing, 
a new type of CEDAR SHINGLE and SHAKE 
wall construction is possible — and a new 
and charming pattern produced. The ap- 
plication is economical because of the wide 
weather exposure and the use of low grade 
shingles for the under course. A warm, 
tight, attractive job is assured with low 
maintenance cost. Note the charming and 
effective horizontal shadow lines. 


Blueprint of double-coursing detail mailed 
free on request. 
RED CEDAR SHINGLE BUREAU 


5510 White Building, Seattle 1, Washington 
or Metropolitan Bidg., Vancouver, B. C. 


BUILDING PAPER (WHEN OPEN SHEATHING 
15 USED, PAPER CAM BE APPLIED EITHER. 
BETWEEN SHINGLES АМО SHEATHING OR 
BETWEEN STUDDING AMD SHEATHING) 


SPACING OF SHEATHING BOARDS 
CENTERS SHOULD CORRESPOND 
WITH WEATHER EXPOSURE 


WINDOW ANO WINDOW TRI 


EACH UNDER.-COURSE SHINGLE MAY BE 
HELO IN PLACE WITH A SINGLE За NAIL 


TWO Sd SMALL HEADED NAILS PER 
SHINGLE FOR OUTER COURSE, NAILED 
Ye FROM EDGES AND 1" TO 2" ABOVE 
бутт LINE 


USE SWIPLAP AS STRAIGHT EDGE 


NO. 2 OK NO 5 SHINGLE UNDER COURSE 
NO. | OR NO 2 SHINGLE OUTER.- COURSE 


WEATHER. EXPOSURE © 
UP То 127 FOR 16° SHINGLES 
UF То i4' FOR [B° SHINGLES 
UP TO IC' FOR 14° SHINGLES 


EITHER. LACED.OR. MITERED CORNERS 
TRIPLE STARTING COURSE 


BREAK ADJACENT COURSE JOINTS 
AT LEAST 17° 


OUTER COURSE 2° LOWER THAM 
UNDER - COURSE 


CONCRETE FOUNDATION WALL 
EITHER TIGHT OR SPACED JOINTS 


WINDOW DETAIL 


WITH SOLID SHEATHING 


INTE RIOR 
FINISH 


CROSS 
SECTION 
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as such, are inherently restrictive. This 
is a necessary evil and, I believe, it is 
a matter of natural inertia to use pre- 
qualified procedures instead of new 
ones, even though the code does not for- 
bid their use. I admit—as I have also 
expressed in the article—that with the 
above qualification the code, at present, 
is as satisfactory as it can be. 


The paragraph on “Architectural Ex- 
pression of Welded Structures” of 


course expresses my subjective opinion. 
It is not trying to give any artistic 
advice on the adaptation of this pro- 
cess, but rather to point out a potential 
approach which might lead the architect 
to think about ways and means of 
clearer formal, i.e., architectural, ex- 
pression. 


I want to thank you for your interest- 
ing letter and your encouraging re- 
marks. 

PAUL WEIDLINGER 


STORE THINKING 


Dear Editor: I have just had the op- 
portunity to do a thorough reading of 
your May edition on Retail Stores. It 


Where DURIRON fits into 


your plans for schools and colleges 


le your plans for schools or colleges include 


chemical laboratories, you can insure against costly, 
future replacements by specifying Duriron for 
drain pipe and fittings, sink strainers and traps. 


Duriron, with its complete indifference to cor- 


rosive agents, lasts indefinitely in the chemical 
laboratory. A high silicon iron, Duriron is 
uniformly corrosion resistant throughout 
the thickness of the metal. It possesses 
structural strength for installation by the 
usual methods of plumbing practice, 
being calked in the same manner as 


cast iron soil pipe. 


Write for new bulletin 703 which 
describes Duriron equipment for 


the laboratory in detail. 


THE DURIRON CO., INC. 
DAYTON 1, OHIO 


Branch offices in principal cities 


ACID PROOF 


DRAIN PIPE 
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39-GM 


is a good job, stimulating and provo- 
cative. 


It is interesting to note that two times 
in the Critique, which accompanies the 
articles, the word “lure” is used, and 
that, in a word, is what sums up the 
kind of thinking that accompanies much 
of the current store planning. Many de- 
signers are becoming just a little too 
glib about the merchandise angle of 
store planning, and are trying to make 
that their major contribution, rather 
than just one part of the general pro- 
gram. 


If more designers would think of stores 
as essentially public buildings which 
must be designed with a responsibility 
for public convenience, the merchant 
would, in the long run, benefit. The 
“lure,” if any, would derive from the 
general style and quality of the goods 
and the store’s general merchandise 
policy. 


In any store of more than moderate 
size, many hundreds of thousands of 
dollars per year are paid for executive 
merchandising talent. It seems ridicu- 
lous for them to buy that advice as the 
major contribution of their designers, 
whose principal concern should be the 
preparation of a sound program with 
proper regard for circulation, efficiency 
of operation, sound structure, appro- 
priateness of materials, and stimulating 
merchandise backgrounds all carried out 
in accordance with the most progressive 
design principles. 


DANIEL SCHWARTZMAN 
New York, N. Y. 


THANKS, ANYWAY 


Dear Editor: Let me congratulate you 
on the nice presentation of the Brasilian 
material, in the April issue. On second 
thought, though, I think we are the ones 
to be congratulated. 


HENRIQUE E. MINDLIN 
Rio de Janeiro, Brasil 


NOTICES 


NEW PARTNERSHIPS, PRACTICES 


Victor B. SPECTOR and Н. EUGENE 
MONTGOMERY have opened new offices 
at 1057 W. Broad St., Falls Church, Va. 


E. J. CAPPELLO has announced the open- 
ing of a new practice at 164-01 North- 
ern Blvd., Flushing, N. Y. 


RAY-SHIELD PRODUCTS MFG. Co., design- 
ers, fabricators, and constructors of 
lighting products, have established New 
York offices at 200 W. 34th St., with 
agents in principal cities. 


LAURENCE P. JOHNSTON has opened of- 
fices to specialize in hospital planning, 
located at 1515 Sherman Ave., Evans- 
ton, Ill. 


EDWARD K. SCHADE has become an asso- 
ciate member of the firm of Mitchell & 
Ritchey, 524 Fourth Ave., Pittsburgh, 
Pa. 


JOSEPH DI STEFANO, JR. has opened 
an office for architectural practice at 
230 Boylston St., Boston, Mass. 


HONEYWELL 


TRUE DIFFUSION:-: 


Here are the advantages of this new register for you 
who plan and specify—for the builder—for your clients. 


1. Balancing becomes a QUICK, ОМЕ-МАМ job. Self 
contained volume dampers accurately meter the air with 
an adjustable lever at the Register itself. Locking feature 
guards against unbalancing system. 


2. Branch quadrants can be eliminated, when velocities are 
under 800 fpm. This saves the cost and inconvenience 
of branch quadrants. 


3. Installation costs are drastically cut by eliminating 
quadrants and simplifying balancing. 


4. Smart new appearance and functional design do away 
with that "hole-in-the-wall" look. Home owners like 


Fixed angle turning vanes 
are an integral part of the 
register ... They prevent 
turbulence of the air 
stream. Diffusion vanes 
are adjustable. 


CONDITIONING 


"ow REGISTER 


the gently curving lines which assure wide air diffusion 
for "Comfort Unlimited" by Honeywell. 


5. Мо streaks on walls and ceilings. Wide diffusion of air 
stream and sponge rubber seal-offs prevent streaking 
of walls and ceilings. 


6. Manual shut-off for home-owner convenience and 
fuel saving. 


You'll want your clients to get full benefit from every 
one of these remarkable improvements—exclusive with 
the new Honeywell register. Write today for complete 
information. Minneapolis-Honeywell, Minneapolis 8, 
Minnesota. In Canada: Toronto 12, Ontario. Branches 
and distributors in all principal cities. 


Honeywell 
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THIS MONTH 


Gordon Drake's home in Los Angeles, 
California, the first of the 1946 Рко- 
GRESSIVE ARCHITECTURE Award winners 
to be presented fully for our readers, 
appears on page 45 of this issue. (For 
photograph of Mr. Drake see June 1947 
PROGRESSIVE ARCHITECTURE.) It was 
during wartime service as a Marine, 
although his “assigned tasks were not 
those of an architect,” that Gordon 
Drake came to the conclusion that to 
have work constructed as it has been 
designed, the architect and craftsman 
must work in complete accord. With 
the end of the war he returned to Los 
Angeles and formed a group of veterans 
who felt responsible for more than the 
labor they were performing. But, says 


GREGORY AIN 
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the young designer, “The sad truth is 
that it takes much more than willingness 
to construct our drawings,” and, accord- 
ingly, the group was disbanded last 
November and replaced by two experi- 
enced contracting firms. The work of 
the firm of Gordon Drake Associates 
has been mainly residential, so far, but 
they expect to enter other design fields 
in the near future. 


Following two successful Critique stu- 
dies on Hospitals (November 1946) and 
Retail Stores (May 1947), we present 
in this issue a critical analysis of Multi- 
Family Housing. The first project dis- 
cussed is the Housing Campus for the 
Illinois Institute of Technology, Chicago, 
Illinois (p. 54), which comes from the 
office of Skidmore, Owings & Merrill. 
While Mr. Owings and Mr. Merrill took 
an active part in the development of the 
project, John Lord King and William 
T. Priestley were the principals in 
working it out. John Lord King received 


Er 


JOHN LORD KING 


JULIAN E. BERLA 


his B.S. in civil engineering from Yale 
University, and then went on to study 
architecture at Yale's School of Fine 
Arts. After research in Europe as 
holder of an English Traveling Fellow- 
ship, he worked in the office of Holabird 
& Root, architects of Chicago, 1934- 
1942, where he became chief of their 
architectural department and took part 
in the development of many large 
Chicago housing projects. After war 
service, he joined the staff of Skidmore, 
Owings & Merrill (1945), and was the 
project manager for the Illinois Tech 
Housing Campus. William T. Priestley 
was the chief designer on this project, 
having also joined the Skidmore, Owings 
& Merrill staff in 1945 after war duty. 
His architectural education was received 
at Princeton; the Bauhaus (Dessau) 
and Berlin, Germany; and at Columbia 
University. He was a partner in the 
firm of Rodgers & Priestley of New 
York and, subsequently, Chicago, from 
1935-1942; also teaching architecture at 
Cooper Union, New York, N. Y., and 
at Illinois Institute of Technology. 


Synonomous with advanced apartment 
house design in Washington, D. C., are 
the names of Berla & Abel, architects 
of the President and Phillips Apart- 
ments on pages 59 and 62. Julian E. 
Berla received his B.S. from Massachu- 
setts Institute of Technology, and is a 
registered architect in the District of 
Columbia, Maryland, Virginia, and New 
York. He is now president of the Wash- 
ington Chapter, A.LA. His partner, 
Joseph H. Abel, is a B. Arch. from 
George Washington University and 
also is registered in several states. A 
member of the A.LA., Washington 
Building Congress, and Board of Trade, 
Abel is at present working on the design 
section of Apartment Houses, soon to be 
published by Reinhold Publishing Cor- 
poration as the second book of the 
PROGRESSIVE ARCHITECTURE series. 


Park Planned Homes, Altadena, Cali- 
fornia (p. 66), and Garden Apartments, 
Hollywood, California (p. 64), the next 
projects considered in the Critique, are 
the work of Gregory Ain, architect of 
Los Angeles. Ain studied mathematics 


(Continued on page 16) 


JOSEPH H. ABEL 


e More efficient use of roof areas is the order of 
the day. Garden roofs, outdoor decks for convales- 
cents, recreational space for office workers, heavy 
traffic and storage roofs for factories — these are 
typical examples of this trend in modern archi- 
tecture. 

Ruberoid engineers have analyzed all these 
new roof developments, divided them into three 
basic types, and worked out sound practical speci- 
fications for each. No unfounded theorizing or 
guesswork here — they've been tested and proved 
in actual performance! Copies of these specifica- 


Сад — undas lenti amd: sadi 


PHOTO BY FAIRCHILD AERIAL SURVEYS 


GARDEN ROOFS LIKE THIS 
ARE SIMPLE AND PRACTICAL 


Flowers, grass, shrubs and even trees now grow 
where formerly the city dweller could only ex- 
pect to see bare roof areas. Ruberoid's new speci- 
fications make installations like this not only 
simple but practical and efficient. 


tions and full details are available from your local 
Ruberoid Approved Roofer. 

Your Ruberoid Approved Roofer stands ready 
to help you in the solution of any roof problem. 
His “know-how” is backed by Ruberoid's years of 
experience and complete line of all types of built- 
up roofing materials. 


The RUBEROID Co. 


Executive Offices: 500 Fifth Ave., N. Y. 18, N. Y. 
Asphalt and Asbestos Building Materials 


Remember that Ruberoid makes every type of built-up roof— 
Smooth Surfaced Asbestos, Coal Tar Pitch with gravel or slag 
surfacing, or smooth or gravel-and-slag surfaced Asphalt— | 
in specifications to meet any need. Hence a Ruberoid Ap- |! 
proved Roofer is not prejudiced in favor of any one type. His 
services assure you of one source for all materials, central- 
ized responsibility, smoother operation, uniform quality! 


—— 
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(Continued from page 14) 


and physies at U.C.L.A. and architec- 
ture at U.S.C. From 1933-1935 he was 
associated with Richard Neutra. He 
has done much work in the housing field 
and in 1940 was the recipient of the 
Guggenheim Fellowship for research in 
low-cost housing. 


Last of the Critique subjects is a Six- 
Family Project in Seattle, Washingten 
(p. 70), the work of Paul Hayden Kirk 
of the office of Chiarelli & Kirk. A 
graduate of University of Washington 


School of Architecture in 1937, Kirk 
started his own practice in 1939. The 
partnership of Chiarell & Kirk was 
established in 1944. Summing up the 
firm's design theories, he says, “We are 
both interested in using the local build- 
ing materials in their most simple and 
straightforward manner." 


The Materials and Methods section 
features this month an article on Row 
House Construction (p. 73) which is 
closely allied to the Critique study, 
written by Bauer and Swinburne, 
Newark, New Jersey, architects. Charles 
H. Bauer, Jr., studied civil engineering 
at Lehigh University and architecture 
in the Newark Atelier of the Beaux 
Arts, University of Pennsylvania, New 


The experience related above is — 
not unusual—and many Spencer © 

. Vacuum Systems are in service | 
after 35 years. 


. Savings in time, decorations, equipment and health pay for 
- the equipment in a few years. Positive, continuous cleanli- 


ness is an extra dividend. 


- Information is available on cleaning all kinds of surfaces and 
equipment in public, institutional, commercial and industrial 


bvildings. 


PENCER VACUUM 


HARTFORD 


THE SPENCER TURBINE COMPANY, HARTFORD 6, CONN. 
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CLEANING 


PAUL HAYDEN KIRK 


HERBERT H. SWINBURNE 


CHARLES H. BAUER, JR. 


York University, and the American 
School at Fontainebleau. His experience 
includes work in the offices of Guilbert 
& Betelle, Newark, New Jersey; and 
Crow, Lewis & Wick, Eggers & Higgins, 


(Continued on page 18) 


А: The 
PLANNING 


For Present Strength 
and Future Expansion Needs 


The Allied Electric Supply Company in 
Pittsburgh, Pa., needed a new building in 
a hurry — needed a big floor area to meet 
present business requirements and also had 
to plan for future upward expansion of 
the structure. 


Truscon Open Truss Steel Joists and Truscon 


Allied Elec- 
tric Supply 
Company, 
Pittsburgh, 
Pa., M. Ve- 
Shancey, Ar- ; 
chitect. Branna Construction Co., Contractor. 


Truscon Open Truss Steel Joist 


Open Truss Nailer Joists were designed into 
the building to assure the rigid, fire-resistant, 
economical and light weight construction 
required. The Open Truss Steel Joists were 
used for the first floor, and the Nailer Joists 
were used for roof construction. The front 
bay of the Allied Electric Supply Company 
structure is designed for a future second 
floor, and the Truscon Steel Joists used as- 
sure this expansion without alterations. 


Advantages of the Truscon "O-T" types of 
steel joists are many. Fundamentally, the 
Truscon "O-T" Open Truss Steel Joist is a 
Warren truss having top and bottom chords 
of wide tee-shaped members and a plain 
round continuous web member. The bottom 
chord is continuous from end -to end of 
joists and bent up at the ends to form the 
bearings. Steel joists are fabricated by means 
of electric machine welding under pressure, 
making positive connections at all joints. 


The underslung design of the bearing per- 
mits maximum head-room under the sup- 
porting girders. The open web allows the 
passage of pipes and conduits in any direction. 
In practical use, Truscon “O-T” Open Truss 
Steel Joists are very simple to install, being 
completely shop fabricated and reaching the 
job ready for placing. Each joist is marked 
to correspond with the erection diagram, 
thus greatly simplifying and speeding con- 
struction work. 


Truscon Open Truss Nailer Joist 


Other features include fire-and-vermin- 
resistance, sound resistance, ease of installing 
pipes and conduit within the floor depth, 
and several more important advantages. 


A specialized feature of the Nailer Joist is 
the wood nailing strip securely attached to 
the top chord, 


Write for free illustrated catalog giving 
complete information on Truscon Open 
Truss Steel Joists and Nailer Joists. 


First All Resistance 
Welded Steel Joist 


The Truscon "O-T" Open Truss 
Steel Joist was the first all resistance 


welded steel joist on tbe market. 
These joists were used in building 
the Grant Building, Pittsburgh, Pa.. 
world’s tallest building with Open 
Truss Steel Joist Floor Construction. 


The Truscon 
Planning Board 
says, “Normal 
delivery on many 
of our Steel 
Building Prod- 
ucts is now pos- 
sible. In fact, on 
all material for which raw material is 
readily available, a normal rate of pro- 
duction and delivery is currently in 
effect.” However, since production and 
delivery schedules change from week 
to week, we suggest you contact the 
nearest Truscon sales office for the 
latest information. 


For Smart Styling 


There aré scores of smart room designs pos- 
sible with the Truscon Series 138 Double- 
Hung Steel Window. The wide range of 
window openings in single, twin, triple and 
panoramic combinations inspires unusual 
window treatments, resulting in rooms and 
entire structures of appealing architectural 
beauty. 


Several improvements are now embodied in 
the Series 138 Window, making it better, 
heavier, stronger than ever before. Write for 
free illustrated catalog showing complete 
range of types and sizes. 


Whats Your Door Problem? 


There's a range of Truscon Steel 
Doors to meet every type or size 
needed in any type of structure, 
from 2' 73%” industrial swing 
type for residences, garages, 
manufacturing buildings, etc., 
to great mechanically operated 
doors for airplane hangars with 
openings of hundreds of feet in 
width. The types include swing 
and slide industrial doors, two- 
section vertical lift doors, two- 
section turnover doors, accordion 
doors, crane and canopy doors, 
pier doors and hangar doors. 
Write for details, 


pr | 


New Literature 


A complete reprint of 
the 72-page insert in 
SWEETS, covering all 
types and sizes of 
Truscon Steel Windows, 
with their installation 
details, is available on 
request. 


TRUSCON 


STEEL COMPANY 


YOUNGSTOWN 1, OHIO 
Subsidiary of Republic Steel Corporation 
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THIS MONTH the design and construction of public 
works for the state and was a member 
of the State Planning Board and Na- 
(Continued from page 16) tional Resources Committee. He was 
also the architect of Nevada's exhibits 
at the San Francisco and New York 
World’s Fairs. He went back to New 
York in 1941 to work on various mili- 
tary projects, and after war service 
formed the association with Bauer in 
Newark. 


and Gibbs & Hill, all of New York, 
N. Y. He opened his Newark office 
after three years’ service in the armed 


forces, and is a member of the A.I.A. The second and concluding part of 
His associate, Herbert H. Swinburne, “Welding,” by Paul Weidlinger, appears 
is a native of Nevada. After graduating on page 78 of the Materials and Methods 
from University of Pennsylvania he section. Biographical data about the 
returned home, and in 1935 was ap- consulting engineer-author can be found 
pointed architect for the State of in the June 1946 PROGRESSIVE ARCHI- 
Nevada. In this capacity he handled TECTURE. 


A 
ИРЕ ИСИ OF A ROR ERT RR EU 


SCHLAGE 


FUNCTION 


е locks offer security, privacy, 
utility and convenience. The standardized Schlage 
cylindrical chassis allows locks to be interchanged 
as door usage conditions change. The cylindrical 
design affords a variety of lock functions to pro- 
vide the perfect operation for every door. For 
further information see your builders' hardware 
man, or write direct to Schlage Lock Company, 
P. O. Box 3324, San Francisco. 


ЅСНСАСЕ 


LOCK COMPANY 


51-12 SAN FRAWCISTÓF = REN toti 


| 
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|NEXT MONTH. 


@ Turning on the rebels against tradi- 
tional design the searching light of their 
own critical attitude toward eclecticism, 
Milton Frederick Kirchman, architect 
of New York, N. Y., uncovers new fields 
for sharp evaluation in irrationalism 
in modern architecture, to be a feature 
of our August issue. If pulses are 
stirred, heads are hit, we will welcome 
readers' letters of dissension or com- 
ment. 


€ Structures to be presented in the 
issue will include two handsome Swedish 
museums, one at Norrkoping designed 
by Kurt von Schmalensee, and another 
at Linkoping designed by Nils Ahrbom 
and Helge Zimdahl. We will also show 
two branch airline terminals in Cali- 
fornia designed for United Airlines by 
Ernest J. Kump Company, of San Fran- 
cisco. Supplementing these presenta- 
tions will be two proposed projects—A!ll 
Saints’ Episcopal Church, Riverside, 
California, designed by Ralph C. Flew- 
elling & Associates, and a church and 
shelter designed by Pietro Belluschi for 
the Church of the People, Seattle, 
Washington. The residential example 
selected by the editors for the August 
issue is an inviting California home in 
Berkeley, designed by John Ekin Din- 
widdie, architect; Albert Henry Hill 
and the late Phillip Joseph, associates. 


© ^ discussion of the characteristics of 
“Cavity Wall Construction"— with sug- 
gestion of its many design possibilities 
illustrated by structures where the 
principle has been successfully used 
will be the concluding feature of the 
issue. It has been prepared for the 
magazine by Ben John Small. 


NOTICES 


APPOINTMENTS 


E. E. MICHAELIS has been appointed 
Sales Director at Gordon Obrig Asso- 
ciates, Inc., in charge of product design 
and commercial interiors. 

МАХ W. SULLIVAN has been elected 
president of the corporation of Rhode 
Island School of Design, succeeding 
Mrs. Murray S. DANFORTH who has 
been named chairman of the board of 
trustees. 


NEW ADDRESSES 


FRIEDMAN,  ALSCHULER & SINCERE, 
Brooks Bldg., 223 W. Jackson Blvd., 
Chicago 6, Ill. 


THE FRANCIS Co., engineers and design- 
ers, 222 N. Michigan Ave., Chicago 1, 
Ill. 


CHESTER NAGEL (summer address), 3215 
Churchill Dr., Austin 21, Tex. 

PHILIP A. KESSLER, Route #5, Box A- 
167, West Bend, Wis. 


Воүр Jossy, Menlo Hotel, Box 643, Red- 
mond, Ore. 


JAMES WELDON JOHNSON HOUSES 


е Еа, 


PALER б.н. | 


Is FITZGIBBONS 


Architects: Julian Whittlesey, 
Harry M. Prince and Robert 
J. Reiley. General Contractor: 
Wilaka Construction Co. Con- 
sulting Engineer: Alexander D. 
Crosett. Heating Contractor: 
Heating Maintenance Corp. 
Photo courtesy of New York 
City Housing Authority. 


MEMBER 


sh SOLER matry 


Reg.U.S.Pat.Off 


. . . And therefore it's assured comfort and assured operating 
economy and long life. Mighty good reasons for the instal- 
lation of these five Fitzgibbons ‘‘D’’ Type steel boilers with 
a combined capacity of 212,500 sq ft S.B.I. rating, in this 
new construction—one of a number of outstanding Fitz- 
$ibbons installations in New York City Housing Projects. 


Fitzgibbons ‘‘D’’ Type steel boilers, with their heritage 
of fine construction and proven design, are increasingly the 
choice for large building projects. Strict compliance with 
A.S.M.E. Codes, Hartford Inspection and Steel Boiler Insti- 
tute requirements mark one important reason why. You'll 
be interested in the many other important reasons. Ask us. 


Fitzgibbons Boiler Company, Inc. 


101 PARK AVENUE, NEW YORK 17, N.Y. 


Manufactured at: OSWEGO, N.Y. Sales Offices in Principal Cities 


See op Ne 


in this fine new housing project 
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PROGRESS REPORT 


Several conventions of architects and 
planners held within recent months have 
indicated increased interest in social, as 
well as professional, responsibilities. 
The A.LA., meeting in Grand Rapids 
early in May, devoted a large part of 
the convention time to seminars and 
“contemporary trends." Тһе pre-con- 
vention weekend was given over to 
meetings on hospital planning, school 
planning, and town planning. Reactions 
of those who attended varied from warm 
enthusiasm to a tepid remark that “it’s 
all in the books, if anyone would ever 
read; what’s all the shouting about?” 
Certainly the idea of seminars on pro- 
fessional subjects is to be applauded; 
the convention agreed to continue them 
in other years. The quality of the dis- 
cussion in the future will depend on the 
ability, knowledge, and imagination of 
those who arrange them. They can be a 
rehash of available material—adult 
education?—or an outlet for new ideas 
and original research. Perhaps the 
A.I.A. should move slowly; perhaps it 
is not ready to have erudite papers read 
atits convention, in the manner of other 
professional societies. 


Highlight of the afternoon devoted to 
contemporary trends was a purposely 
controversial talk by Carl Koch, archi- 
tect and teacher at M.I.T., representing 
*the attitude of the young practitioner." 
Koch spoke for the young man who has 
not joined the Institute because he feels 
that it stands for a static point of view. 
He minced no words in assailing the 
lack of a constructive, positive program 
toward planning and particularly the 
housing problem. Replies ranged from 
unfriendly (“what woman having a 
baby would go to a young doctor; she’d 
go to a well established man") through 


Eliel Saarinen (right) receives from James R. 
Edmunds, retiring president of the A.LA., the 
Gold Medal of The Institute at the close of the 
recent convention in Grand Rapids. 
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patronizing (“we'll be glad to have 
young men come into the Institute and 
take their proper place") to the con- 
structive (John Bolles: “It is the duty 
of these people to enter the Institute 
and work toward its liberalization”). 


The usual contradiction in attitude ap- 
peared when resolutions were intro- 
duced. The Taft-Ellender-Wagner omni- 
bus housing bil was approved with 
reservations. А resolution from the 
New York Chapter was adopted which 
pledges the Institute to decide by “ап 
expression from the Chapters" whether 
its policy should emphasize “the archi- 
tectural profession as an integral part 
of the construction industry” or “as a 
servant of society as a whole by securing 
the best possible physical environment 
from the construction industry.” 


And then, with quite some objection, the 
convention decided that “Whereas, the 
architectural profession is an integral 
part of the construction industry,” it 
should be resolved that “the A.I.A.... 
is opposed to the principle of the closed 
shop in the construction industry.” 


Confusion and inconsistency remain, 
but an increasingly important under- 
current of sober professional responsi- 
bility appears. The Institute must stand 
for progress in this period of rapid 
change; apparently that fact is becom- 
ing recognized. 


Douglas Orr of Connecticut, a fine archi- 
tect and a respected professional, was 
elected president. A three-way contest 
for vice-president was won by Searle 
von Storch, also an excellent designer 
and a responsible worker for the good 
of the profession. The convention ended 
on a very happy note, with Eliel 
Saarinen receiving the Institute’s Gold 
Medal. 


The annual conferences of two major 
planning organizations, the American 
Planning and Civie Association and the 
American Society of Planning Officials, 
were held April 28 through May 8 in 
Milwaukee and Cincinnati, respectively. 
The A.P.C.A.’s Citizens’ Conference on 
Planning, meeting in Milwaukee’s Hotel 
Pfister, did not differ significantly 
from preceding years. However, the 
A.S.P.O.s National Planning Confer- 
ence, which met in the Netherland Plaza 
Hotel in Cincinnati, and the Association 
of State Planning and Development 
Agencies (formed at last year’s A.S.P.O. 
meeting) proved unusually spirited. 


The two planning organizations exist 
avowedly for different purposes: 
A.P.C.A. claims to serve citizen groups 
primarily, while A.S.P.O. draws its 
membership largely from the planning 
officials. Actually there was quite a 
dearth of representatives from the 
various citizen groups at Milwaukee and 
attendance in both cities seemed to draw 
the same (or same type of) planners. 
The programs were quite similar and 
each included the usual sessions on 
planning standards and zoning, urban 
redevelopment, transportation, and the 
planning problems of the small com- 
munity. Milwaukee and Cincinnati sent 
along exhibits which enhanced the ses- 
sions held on the problems of the host 
areas. There were also exhibits from 
related planning programs, and of par- 
ticular note was a comprehensive show 
put on by state planning and develop- 
ment agencies in Cincinnati. The visit- 
ing planners were taken on tours of 
Milwaukee and Cincinnati in order to 
study the significant physical planning, 
housing, and public works projects in 
each area. 


в. 


The “young planners movement," which 
had its organizational beginnings at last 
year’s A.S.P.O. meeting in New York 
City, added considerable life to the 
National Planning Conference. These 
young (or progressive) planning groups 
have maintained a loose, decentralized 
structure nationally and in their indi- 
vidual development have proceeded 
autonomously and, consequently, differ- 
ently in each area. They did, however, 
attract considerable attention for their 
energetic ideas, among them that the 
various conferences consolidate their 
annual meetings in one city, avoiding 
the duplication and overlapping work 
covered by two or more separate meet- 
ings. 


In addition, the “young planners” put 
forth a resolution calling for improved 
administrative practices in cities and 
urging the adoption of municipal land 
acquisition policies. The resolution also 
protested the sprawling fringe develop- 
ments “now going on” and gave support 
to the Taft-Ellender-Wagner bill. 


It is interesting to note that at the plan- 
ners’ meetings and at the A.I.A. conven- 
tion, “young” professionals—young in 
attitude, rather than years—held the 
center of the stage. 


Louis Wirth, professor of sociology at 
the University of Chicago, keynoted the 
A.S.P.O. conference with a significant 
talk on the social responsibility of plan- 
ning. Stressing the importance of plan- 
ning in a democracy, Professor Wirth 
pointed out that administrative planning 
need not mean regimentation but rather 
a rational approach to freedom. 


TRANE HEATING and AIR CONDITIONING - - 
Engineered Products for Engineered Systems 


Complete air conditioning systems provide 
heating as well as cooling. More than that, 
they provide humidification, dehumidifica- 


tion, filtering, and air circulation. Obviously, 


no two applications require exactly the same 
combination of all of these functions . . . 
thus mass-produced air conditioning often 
provides too much of one factor and too little 
of another. 


Architects, engineers, and contractors — 
who know that each job calls for a specially 
designed system — find their solution in the 
complete Trane line of heating and air condi- 
tioning products. They combine Trane engi- 
neered products — built with the economy 


Manufacturing 
HEATING AND AIR CONDITIONING 


E TRANE COMPANY, LA CROSSE, WISCONSIN 9? Also TRANE COMPANY OF CANADA, LTD., TORONTO, ONTARIO 


of line production — into systems that meet 
exact requirements in every way. 


Because Trane manufactures a complete 
line, architects, engineers, and contractors 
can plan entire Trane systems, obtaining all 
the necessary elements from one source, with 
one responsibility. Trane Field Offices in 85 
principal cities offer these men their entire 


cooperation. 
* * * 


Tbe Convector-radiator—modern successor 
to the old-fashioned cast iron radiator—has 
been engineered by Trane for universal ap- 
plication to steam and hot water heating 
systems, and is being produced in quantity 
so you can soon secure it from local dis- 
tributors’ stocks. 


Engineers of 


Equipment for 
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por School Wiring 


THE MODERN WAY 
IS THE ELECTRUNITE WAY 


ELECTRUNITE E. M.T. MEETS ALL 
REQUIREMENTS FOR SAFE LOWER 
COST WIRING PROTECTION 


€ Safe, economical wiring protection is a vital 
requirement in all types of schools, both large 
and small. That's why it pays to recommend 
and install Republic ELECTRUNITE E. M.T.— 
the original lightweight rigid steel raceway. 


ELECTRUNITE E.M.T. makes an economical 
raceway system because it goes in quickly and 
easily . . . requires no thread-cutting . . . is 
simple to bend with predetermined accuracy 
- . . сап be used with any standard threadless 
E.M.T couplings and connectors. 


ELECTRUNITE E.M.T. makes a safe raceway 
system because it meets Underwriters’ Labora- 


Witb modern ELECTRUNITE E.M.T., tories requirements for electrical and mechanical protection. More- 
it’s unnecessary to turn either tbe out- 2 5 А ; 
let box or tbe tubing. A simple com- over, it is approved by the National Electrical Code for exposed, 


pression water-tight box connector- 
quickly tightened with wrench or 


il RES strong, tight joints that For complete information, see your Steel and Tubes Representa- 
will not vibrate loose. tive or write tot 


REPUBLIC STEEL CORPORATION 
STEEL AND TUBES DIVISION e CLEVELAND 8, OHIO 
Export Department: Chrysler Building, New York 17, New York 


concealed and concrete slab construction. 


SEE SWEET’S FILE 


or write us for detailed information on 
these Republic Steel Building Products: 
Pipe—Sheets—Roofing 
Enduro Stainless Steel 
Toncan Enameling Iron 
Electrunite E. M. T. 


Fretz-Moon Rigid Steel Conduit 
Taylor Roofing Ternes 
Berger Lockers, Bins, Shelving 
Berger Cabinets for Kitchens 
Truscon Steel Windows, Doors, Joists 
and other Building Products 


LIGHTWEIGHT THREADLESS RIGID STEEL RACEWAY 


PROGRESSIVE ARCHITECTURE 


Roddiscratt 


The architects door and plywood 


Identified with architeets 
for 50 years 


Roddiscraft quality has been recognized by the 
architectural profession for more than fifty years. 
The Roddiscraft hardwood doors and plywood 
installed in buildings from coast to coast in 
accordance with architects specifications is a 
testimony to the reputation of IRoddiscraft. 

Roddiscraft has earned its reputation — by 
putting quality first — by never permitting 
production needs to become paramount. 

"Today's Roddiscraft solid core flush veneer 
doors and hardwood plywood are still a crafts- 
man's product —a blending of fine workmanship 
and fine materials. 

Cambridge 39, Mass. . 229 Vassar St. Long Island City, New York Remember E Roddiscraft beauty E ЖӨКӨ 


Chicago 8, 111. . 1440 W. Cermak Road ...... Review & Greenpoint Axe: than veneer deep. 
Cincinnati 2, Ohio . . 457 E. Sixth St. Los Angeles 11, Calif. . 2860 E. 54th St. 


Dallas 10, Texas . . 2800 Medill St. Marshfield, Wis. . . . 115 S. Palmetto St. 7 
Detroit, Mich. . 11855 E. Jefferson Ave. Milwaukee 8, Wis. . . 4601 W. State St. 
Kansas City 8, Mo. ‚ 2729 S.W. Blvd. Мем York City, N. Y. 920 E. 149th St. tà 
Louisville 10, Ky. . 1201-5 5. 15th St. бап Antonio, Texas . . 727 М. Cherry St. 
DEALERS IN ALL PRINCIPAL CITIES 2, " & T7 
oddis Lumber eucer (20. 


MARSHFIELD, WISCONSIN 


Nationwide Roddiscraft Warehouse Service 
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PRACTICAL IDEAS for 


'There's more than beauty in this storefront by Architect 
Louis Redstone of Detroit. To mention just a few of its 
practical points: 


1. It's a Visual Front. Note how the center section is open 
to full view through large windows of plate glass. This 
makes the store look more inviting — brings customers in. 
Daylight brightens the sales floor — and at night, the lighted 
interior makes the whole store a showcase. 


2. The second floor is ‘opened’? with a glass front. Mer- 
chandise displays can be seen from the street. This floor, 
too, is brightened by daylight. 


3. The Tuf-fex* tempered plate glass doors lend a modern 
note to the entire front and accentuate the openness. 


4. Display windows in the “‘wings’’ permit excellent model 


a MODERN STOREFRONT 


room displays. Low bulkheads make the prospect feel 
almost as though he were in the room. 


5. The roof extension keeps direct rays of the high summer 
sun out of the store. And at night, lights this in canopy 
flood the front and the sidewalk. 


6. Patterned Glass in second floor windows provides privacy 
where it is wanted — without sacrifice of daylight. Day 
and night, the glass adds a decorative note. 


Not every storefront offers such design opportunity. But 
this one shows how glass was used to make a home furnish- 
ings store more attractive and a better business-getter. 


For information on Visual Fronts, write for our storefront 


brochures. Just tell us which types of stores interest you most. 


Libbey:*O wens:Ford Glass Company, 7177 Nicholas Bldg., 
Toledo 3, Ohio. 


*Reg. U.S. Pat. Off. 


Gien Company 
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LIBBEY‘ OWENS ° FORD 


WHEN PLANNING HOSPITAL MATERNITY-DEPARTMENTS 


4, atop 
nd layout Assistance 


e Competent planning for the practice 
of strict techniques of asepsis in maternity 
departments (as well as surgeries) calls for 
comprehensive knowledge of hospital 


requirements and equipment. 


As designers and manufacturers, for more than 
40 years, of major hospital equipment including 

sterilizers, surgical lights and tables, and recessed 
custom-built metal cabinets, Scanlan-Morris is qualified 
to give valuable assistance and authentic guidance in 


hospital planning installation of suitable equipment. 


Our Technical Sales Service Department will be glad to 
supply specific information, suggested layouts, and 
recommendations for efficient, economical installations. 
This service is available to hospital architects, without 


obligation. Mail the coupon for detailed information. 


SCANLAN-MORRIS 


Recessed Water Sterilizers and Autoclave 


SCANLAN-MORRIS SCANLAN-MORRIS SCANLAN-ORBIT 
Recessed Solution Warming Cabinet Nursing Bottle Sterilizers Bedpan Washer-Sterilizer 


Е 
e e MANUFACTURERS OF MEDICAL APPARATUS, | THE OHIO CHEMICAL & MFG. CO. 
GASES AND SUPPLIES FOR THE PROFESSION, i " " 
KORIE ANO RERÍARCH S ABORATCÉRY | 1400 E. Washington Ave., Madison 3, Wis. 


| Send information on [ ] Scanlan-Morris Sterilizers 


20102 L] Scanlan-Orbit Bedpan Apparatus. 

THE OHIO CHEMICAL & MFG. CO. | (Please attach professional card ог letterhead) 

1400 East Washington Ave., Madison 3, Wisconsin | 
NORE ibaa eS SS Ga Баја ааа ds 2S Sx. 
Represented in Canada by Oxygen Company of Canada, Limited, Toronto and Montreal and 

Internationally by Airco Export Corporation, 33 West 42nd Street, New York | POSS us 5 а аек» еә жа. ө эе не m» ayo ain аб I ig cuv Cai 
РА 
BRANCH OFFICES IN PRINCIPAL CITIES | city "nS sa ОВУ кажа ее» 
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We know it's still hard to get enough of the right plumbing fixtures. 
But here are the facts—in a graph showing what we've been doing to 
meet the huge demands for just one—the Camel Water-Saver* Closet. 
Aa | And as a reward for waiting, you and your customers are getting a 
Here's enough better-than-ever Camel: a fine vitreous china fixture, free-standing, 
“CAMELS” for a adaptable to restricted areas, quiet in action, built for dependable perform- 
WHALE of a lot ance. W. A. Case & Son Mfg. Co., Buffalo 3, N. Y. Founded 1853. 


of houses. ZN 
(OR. Case у... China 
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These windows that are walls... 
these walls that are windows...are 
a perfect expression of a design trend 
that has been accepted universally by 
progressive architects and designers. 


Here ANDERSEN Wood Casement 
Units are arranged on either side of 
an expansive picture window —and, 
beyond, a corner installation is formed 


by a combination of the same out- 


swinging casements. 


Note the emphasis placed on oper- 
ating sash— providing ample ventila- 
tion for this lakeside home. This is the 
way to combine view, sunshine, venti- 
lation and weather-tight comfort. It's 
the ANDERSEN WINDOWALL Way. 


McEnary and Krafft, architects, 
designed this installation, and speci- 
fied ANDERSEN Complete Window 
Units to bring their inspiration into 
reality. 


See details in Sweet's — or write 
Andersen directly. 


BAYPORT * MINNESOTA 
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for 


Air distribution 
7» problems vanish 

when Agitair Type R's 
are specified. The reason? 
Diffusion Pattern Control. 


Look at these air distribution 
problems offered by the job pictured above: 
large bays and pillars . . . odd-shaped areas 
... no ceiling center. 


Look at the solution: Agitair Type R with 
Diffusion Pattern Control. It's the only diffuser 
that gives 100%, air distribution in any shape 
area, from any location—with no drafts, no 
blank corners, no hot spots, no cold spots. 


FILTERS 


AIR DEVICES. INC. 


ARCHITECTURE 


17 EAST 42nd STREET 


dinary Diffusers 


That's because Patented Consiruction permits 
it to be assembled into numerous patterns 
which divide the air and distribute it noise- 
lessly in one, two, three, or four directions in 
proportion to the area served. 


Assembled from standard parts, even the 
most complicated shapes are economical. 


Remember—on the next job that calls for 
100%, control of air distribution, complete 
freedom of design, and beauty that blends 
with attractive interiors—problems vanish when 
you specify Agitair Type R. 


Write today for Complete Data 


DIRECT.FIRED 
HOT GAS 
GENERATING 
FURNACES 


NEW 


YORK 17, 


BEST 


N. Y. 


GOOD WORKMANSHIP 
is EASY with 


Study the pictures below and you'll see the contrast between the usual 
head joint and a full head joint. . . . It is hard to get full head joints. of 
uniform width, unless the mortar is so soft and workable that it will 
ooze up out of the head joint. Brixment mortar is so rich and plastic 
that the bricklayer can use more than enough mortar to fill the head 
joint, and still *place" the brick easily and accurately. 

Brixment mortar has greater plasticity, higher water-retaining capacity 
and bonding quality, greater resistance to freezing and thawing, and 
freedom from efflorescence. Because of this combination of advantages, 
Brixment is the leading masonry cement on the market. Louisville 
Cement Company, Incorporated, Louisville. Ky. 


Nc. 3 OF A SERIES — 


THE RIGHT WAY AND THE WRONG WAY-IN HEAD JOINTS 


seh 


EN Ni й. — E — = " Ў 
Plenty of mortar should be thrown on the end The brick should then be pushed into place. So that the mortar oozes out at the top of the 
of the brick to be placed. head joint. 


All head joints їп both face brick and back-up work should be completely 
filled with mortar, One good method for doing this is to throw plenty of 
mortar on the end of the brick to be placed. (This should be done in such a 
way that the mortar is scraped off the trowel by the bottom edge of the end 
of the brick.) Then push the brick into place so that the mortar oozes out at 
the top of the head joint. 


Only part of the head joint is filled with mortar. x 


When a dab of mortar is spotted on one corner the head joint. 


of the brick, 


the mortar does not fill 


If the head joints are not completely filled with mortar, in both face brick and 
back-up work, water may penetrate to the inside of the wall through openings 
in the joints. 


A dab of mortar spotted on one corner of the brick is not nearly enough to 
fill the head joint. 
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ARCHITECTS! 


GET THE FACTS NOW — 


SYLVANIA'S NEW TROFFERED FLUORESCENT 


FIXTURES ARE IN GREAT DEMAND 
HE CTR-340, the CTR-140 (one 40-watt lamp) , CTR-240 (two 40-watt 


lamps) are the ruggedly built, trouble-free fixtures that your customers Here's the CTR-340, completely equipped 
want — perfectly engineered, built of heavy gauge steel, giving unob- with 3 40-watt fluorescent lamps. Shown 
structed vision in modem low ceilings, Focused for cleanliness and with louvers. Can be installed singly, in 
streamlined appearance. continuous row, or patterned to give ideal 
Now, a Sylvania troffered lighting fixture to suit your customer's light distribution. 


needs. And because it’s Syl- 
vania they’re easiest to install 
and maintain! Sylvania Elec- 
tric Products Inc., Fixture 
Division, Ipswich, Mass. 


EXPLODED PERSPECTIVE 


Easy to Install . . . self-contained, 
complete unit — ready for instant 
installation. Easy to Maintain . . . 
saves time and money! 


CHASSIS 
Remember all lamps in Sylvania 
fixtures are Sylvania-made... 
therefore of the highest quality. 


TOP REFLECTOR 


LOWER END 


For detailed information 
write for descriptive troffer 
booklet or contact your 
Sylvania Distributor 


SIDE REFLECTORS 


“Fluorescent at tts Finest !" FOR OFFICE, STORE, FACTORY, HOME 


SYLVANIA 
ELECTRIC 
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The Original Specification 
Was Right! 


HE building was a thing of beauty 
inside and out. It was ideally suited for 
its purposes in every respect —except one. 


That deficiency made the building a dis- 
appointment to owner and tenants. The 
rooms and corridors were reverberant. 
Working quarters were noisy. 


When the owner complained, the archi- 
tect pointed out that unfortunately his orig- 
inal specification for sound conditioning 
had been eliminated in a penny-wise effort 
to cut costs. The only remedy—sound condi- 
tioning as originally specified, but installed 
at added expense because the building is 
now finished and occupied. This time, the 
recommendation was not over-ruled. 


Architects know that in most buildings 
sound conditioning is necessary for human 
comfort and efficiency. Even when every 
possible cost saving must be made, specify- 
ing sound conditioning is good practice— 
سے‎ i and good insurance of client satisfaction. 


e| 


Acousti-Celotex* sound conditioning ac- 
counts for only a negligible part of the total 
cost of a structure. 


Жапак 


When planning a building in which an 
atmosphere of quiet comfort is wanted, re- 
member this—more sound conditioning has 
been done with Acousti-Celotex than with 
any other material. That is significant evi- 
dence of Acousti-Celotex excellence. 


eres. 


[ 


oddidan aa 


ааста тан 


mannaaa amm" 


The Celotex Corporation line of acous- 
tical materials is complete and up-to-date, 
as pictured and described in your Sweet's 
Architectural File. For the latest data on 
availability of any Acousti-Celotex mate- 


ч 2 d ACOUSTI- CELOTEX rials in the quantities your specifications 


REG. U.S. РАТ. OFF. е . 

* Bre Tå may require, consult the local Acousti- 

Poforated Fibre С since ms Celotex distributor. Or address your ques- 

Sold by Acousti-Celotex Distributors Everywhere * In Canada: Dominion Sound Equipments, Ltd. tion to The Celotex Corporation, Dept. 
A PRODUCT OF THE CELOTEX CORPORATION, CHICAGO 3, ILLINOIS PA-477, Chicago 3, Illinois. 
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4 Yes... 
рор іп Ше irs. ..while Dick 
does the саг! 


Thanks to a farsighted architect 
who specified “oversize” pipe 


Tur only good water system is the one 
you never have to think about. Dad can revel in his 
shower while Dick works full-stream on the car and 
Mother soaks the flower beds. 

After the family moves into the house is the wrong 
time to discover that the water can't flow freely be- 
cause meter and pipes are too small--as for instance, 
the third floor bath goes dry if the hose is оп. Re- 
sponsibility for such a predicament must go right 
back to the original plans. 

Pinching pennies on piping is a poor way to cut 
cost. It’s a sure way to incite the wrath of a dis- 
appointed client who wants water when he wants it, 
where he wants it. The golden rule, water-wise, is: 
Be Generous with Steel Pipe. Specify and install it 
in adequate diameter--plenty big to accommodate 
today's equipment plus all the water-consuming 


appliances that homes will have tomorrow. 


... INSTALL STEEL PI 
FOR HAPPIER HOMES siii tor: tomorrows vm: 


PIPE AND TUBULAR PRODUCTS - CONDUIT - BARS - RODS - COLD DRAWN CARBON STEEL ROUNDS . SHEETS 
PLATES - WIRE : ELECTROLYTIC TIN PLATE : COKE TIN PLATE - TIE PLATES AND SPIK 
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BUSINESS IS BUILT ON 


y man who specifies quality merchandise is the man whom 
customers will patronize again and again. Quality is 
the one firm foundation upon which a successful business can be 
built. The name SARGENT on any product you specify is a guarantee 
to you and to your customer of unsurpassed quality. That 
customer is sure to be satisfied, for Sargent & Company 
has never refused a reasonable claim for the replacement 
of a faulty product. Illustrated is the Sargent Integralock*, a completely 
new type of lock which provides maximum security, fool-proof 
installation and years of maintenance-free service. 


*Trade Mark 


ARGENT & COMPANY 
iW YORK * NEW HAVEN, CONN. * CHICAGO 


Special to Architeets...Forehanded provision of materials and machinery makes it possible for 


us to assure early delivery for large or small projects. Call your Sargent distributor or write us direct. 


| 5 


== 
=~ 


For Offices: ие S for University Lecture Rooms . . for Laboratories 


+ 


... for Schools 


- .. for Factory Areas 
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Picture what a marvelous difference Johns-Manville Asphalt Tile can make on your 


floor. Here’s a resilient, attractively modern flooring with an iron constitution. 


e Nowadays, it costs you no more to have quality 
floors like these—with cheerful colors, attractiveness, 
extra-long life. 


That’s the kind of flooring you get with Johns- 
Manville Asphalt Tile. It’s easy on the eyes, easy on 
the feet, and easy on the budget, too. 


Yes, you'll like everything that this flooring means 
in looks, in cost, in upkeep. And you'll like the un- 
limited range of color combinations—from striking 
patterns with strong contrasts to solid fields of 
marbleized colors. 

Also, you'll find advantages in the easy way units 
can be arranged in functional designs —such as traffic 
directing lines, or islands of color to set off activities 


JOHNS-MANVILLE 


in special areas. What's more, the individual units 
permit easy alterations or extension of patterns. Rein- 
forced with fibers of indestructible asbestos, J-M 
Asphalt Tile resists scuffing under the heaviest foot 
traffic. Does not originate dust. Stays fresh and un- 
marred with practically no maintenance. Even a care- 
lessly dropped cigarette won't harm its built-in beauty. 


For areas exposed to oil or grease, use J-M Grease- 
proof Asphalt Tile. Send for our full-color brochure, 
“Ideas for Decorative Floors." Johns-Manville, Box 
290, New York 16, N. Y. 


Because of unprecedented demands, supply continues to be 
short despite greatly increased output. So please anticipate 
your requirements as far in advance as possible. 


Л Johns-Manville Asphalt Tile Flooring 


Johns-Manville Asphalt Tile Floors can be combined 
with J-M Walls and Ceilings for UNIT CONSTRUCTION 


Using these Johns-Manville products together in 
à system of Unit Construction, you can provide 
your interiors with such important advantages as 
structural flexibility to meet changing needs . . . 
greater architectural beauty . . . increased comfort. 

J-M Unit Construction combines resilient As- 
phalt Tile Floors, demountable Acoustical Ceilings, 
and movable Transite Walls—in other words, the 
complete interior, under one specification, one 
manufacturer's responsibility. 


J-M Movable 
Transite Walls 


Get the full details on this development. Write J-M Acoustical 
for colorful brochure, “Ј-М Unit Construction.” Materials 
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Home of Mrs. Charles S. Pillsbury, Ferndale, Lake 


* The advantages of warm-air 
heating are obtained in residences 
of nearly every size and type. 
That’s why homeowners, by the 
thousands, have expressed their 
preference for it. Several recent 
surveys prove that more people 
know about and want the “extra 
values" warm-air heating gives in 
comfort, convenience and economy. 

Today's winter air-conditioning 
systems give this exclusive com- 
bination of values: 


1. WARM AIR, with room tem- 
peratures quickly responding to 
automatic controls. 


2. CLEAN AIR. Filtered at the 
heating unit, all heat delivered 
throughout the warm-air duct 
system is free of nuisance dusts, 
lint and most air-borne bacteria. 
Housekeeping burdens are light- 
er because walls and furnishings 
stay clean longer. 


OWENS-CORNING 


FIBERGLAS 


te REO. US 207 OFF 
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Minnetonka, Minnesota. 


3. MECHANICALLY - CIRCULATED 
AIR keeps warm air fresh and 
clean while providing the proper 
number of air changes per hour. 


4. HUMIDIFIED AIR affords greater 
physical comfort at lower room 
temperatures. 


Architects, builders and contrac- 
tors who specify and provide mod- 
ern warm-air heat know that circu- 
lating air will be cleaned efficiently. 
For DusT-SToP* Filters, a Fiber- 
glas** product, are the choice of 
most manufacturers as original 
equipment. They’re the home- 
owner's choice, too, for replace- 
ment DuST-STOPS are readily 
available at low cost through sup- 
pliers in every community. 

For complete information, see 
Sweet's Files or write: Owens- 
Corning Fiberglas Corporation, 
Dept. 827, Toledo 1, Ohio. Branches 
in principal cities. 


In Canada: Fiberglas Canada Ltd., Toronto 1, Ontario. 


MEMBER 


INDOOR COMFORT 


Ж, 
2, 
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Heating Contractor—Waterbury Company, Minneapolis, Minnesota. 


Waterbury Furnace #1336-24 manufactured 


by The Waterman-Waterbury Company, 
Minneapolis, Minnesota. 


Below: the blower cabinet of this Waterbury 
Furnace is equipped with six 20” x 25” x 2” 
DUST-STOP Filters. 


*T. M. Reg. U. S. Pat. Off. 

**Fiberglas is the trade name (Reg. U. S. Pat. Off.) 
of a variety of products made of or with glass 
fibers by Owens-Corning Fiberglas Corporation. 


GOOD-LOOKING ° 


LESS MAINTENANCE · 


QUICK 


INSTALLATION 


Speed construction, reduce costs by including 
windows of Alcoa Aluminum in your specifica- 
tions. Attractive, rustproof, they require no 
painting. Light in weight, delivered complete, 
they are easily handled with a minimum of labor. 


Corrosion-resistant, they withstand industrial 


atmospheres; will give years of economical, 
trouble-free service. 

For detailed information on windows of Alcoa 
Aluminum for every type of installation, write to 
ALUMINUM CoMPANY OF AMERICA, 1868 Gulf Bldg., 
Pittsburgh 19, Pa. Sales offices in leading cities. 


MORE people want MORE aluminum for MORE uses than ever 


FIRST И 
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A survey taken among workers in 400 manufacturing plants showed that good washrooms are one of the 
four most important factors in good working conditions. 


"There's 


RALPH: “You can tell a lot about a company by the way 


they look after the employees" washrooms. Our 
management here sure knows how much we ap- 
preciate a nice place to clean up in.” 


WYNN: “You bet—a good clean washroom—equipped 


right—doesn’t cost a lot of money but it surely 
makes a big difference!” 


MPLOYEES judge a company a great deal by its 
E washrooms. In a survey of men and women 
workers at more than 400 plants, they named these 
factors as the ones they considered most important in 
good working conditions: good washrooms, adequate 
lighting, safety devices and proper ventilation. 

Besides helping morale, sanitary, well-equipped 
washrooms, with plenty of soap, hot water and good 
quality individual tissue towels, help reduce the num- 
ber of absences due to colds and their complications. 
For they encourage frequent and thorough washing 
that helps prevent germs from spreading. 
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no excuse for a sloppy washroom!" 


Haven't you yourself been irritated by a neglected 
washroom ? Then check up . . . make sure your wash- 
rooms are “Health Zones," not “Germ Exchanges"— 
“‘morale-boosters,” not “temper-testers.” 


NEW FREE BOOKLET 
Helps plan better washrooms 


Send for your free copy—illustrated with 
floor plans and details—issued by Scott 
“Washroom Advisory Service.” A partial 
list of contents: Planning for Personal 
Services; Controlled Traffic Flow; Plant 
Locker and Washrooms; School Wash- 
rooms; Recreation Rooms; Fixture Loca- 
tions; etc. Write Wash- 
room Advisory Service, 
Dept. C, Scott Paper 
Co., Chester, Pa. 


SCOTTISSUE TOWELS 


Largest selling tissue towels in America! 


Trade Marks *'ScotTissue,'' “‘Washroom Advisory Service,'' ''Duralose'" Reg. U. S. Pat. Off. 


and heavy 


Elevator Thats Pushed Up 
Cuts Construction Costs 
and Streamlines Designs 


Yes, you can take your pencil and cross off 
the penthouse and heavy hatchway side- 
walls on the plans for that new building... 
by specifying Oildraulic Elevators. 


It's Done by Hydraulic Power 

This modern elevator reduces load lifting 
to simple fundamentals. Loads are pushed 
up from the ground hydraulically instead 
of pulled from above by mechanism which 
requires the building structure to support 
the entire weight of the elevator and con- 
tents. 'This eliminates the unsightly pent- 
house and heavy load-bearing sidewalls. 
The compact power unit can be located 


Send for data 
to help solve 


elevator problems 3» 


You can X out’ the penthouse 


sidewalls ! 


in any convenient space on any landing. 
Result: lowered construction costs and 
streamlined building designs. 


Accurate Landing Stops 


The Oildraulic Elevator is raised by an 
oil-hydraulic jack, electrically powered. Op- 
eration is hydraulically smooth .. . no ab- 
rupt starts or stops. Landing stops are 
very accurate, which is extremely important 
where power vehicles are to be used in 
loading and unloading. 


For 2, 3 or 4-Stories 


Operating cost is low ... power used only 
on rise, descent by gravity. Maintenance 
expense is low, too. Thousands of archi- 
tects, engineers and owners say that Oil- 
draulic Elevators are the most practical 
and econo:iiical type for rises up to 40 ft. 


ROTARY LIFT CO. 
1012 Kentucky, Memphis 2, Tenn. 


Send Catalog RE-301 (AIA File 33) to: 


Name... 


BOBO. os ese تج‎ ' 


ROTARY ALSO MAKES OILDRAULIC LEVELATORS * LUMBER LIFTS * AUTO AND TRUCK LIFTS 
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DEMAND 
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GOLD BOND 


FEATURES 


IN YOUR 


NEW HOUSE 


Of course, we hope 
sell more Gold Bone 


couples es pect ally- 
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words, this campaign 15 doing а prom 
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You’ll build or 
remodel better with 


Gold Bond 


nselfish thinkin 


is big full-color ] ‚ Gold В 
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ide Products. But we hope, too, 


steamed up about ou 


There's a lot of о 
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You can start building sooner if you start planning now. See your local Gold Bond D. 


g back of this campaign! 


ond Saturday Evenin phe 
that it will get more folks—young 


] ] heir own, апа soon: 
ming a bette r-built home of t 


“mal job for the whole 
tional job for the е | i 
: tured in this serves, and 


| Gypsum Company, 


g Post series will 


! In other 


building industry. Thousands 
as usual our 


York. 


Buffalo 2, New 


Closer to heaven than you may think... 


“Through all the long hard war years, when Ted was 
overseas, we dreamed about a heaven all our own. Our 
own house in our own yard. With a funny little gar- 
den out back...and a funny little toddler out in front 
selling mud pies...” 

That’s more or less the way thousands of couples 
have felt and we know from our mail that it’s been 
hard at times keeping your chin up. But if a home 
of your own is your idea of heaven we can assure 
you that you are a lot closer to it now. 

Materials are flowing again. Not all you want, but 
more and better materials than have been available 
for years. Products developed by research to make 


your new house superior to any you could have 
built before. You'll say it was worth waiting for! 
For instance, you can build sturdier, weather- 
proof, more firesafe walls with Gold Bond gypsum 
sheathing under the clapboards, brick or other out- 
side finish. Costs no more than old-style sheathing! 
You can keep summer heat out and furnace heat 
in with National Gypsum Company's new high cfi- 
ciency, fireproof home insulation . . . Gold Bond 
Rock Wool. Pays for itself by cutting fuel bills as 
much as 40%. If you own your home now, you can 
have this same modern efficient insulation "blown" 
right into outside walls and top floor ceiling. 


You'll have inside walls of lasting beauty if your 
architect specifies Gold Bond gypsum lath and plas- 
ter. And you'll have something new and beautiful 
in room decoration if you use quick-drying Gold 
BondSunflex paint. Comes in a wide range Осо, 

Your Gold Bond lumber and building material 
dealer is headquarters for over 150 Gold Bond 
building products, each researched and engineered 
by National Gypsum Company, to build better value 
into your new home or to make your remodeling job 
easier. For suggestions see your Gold Bond rà N 


NATIONAL GYPSUM COMPANY 
BUFFALO 2, NEW YORK 


Over 150 tested Gold Bond Building Products for new construction or remodeling add greater permanency, beauty and fire protection. These include wallboard, 
lath, plaster, lime, sheathing, wall paint, insulation, metal and sound control products. 


Big, weatherproofed 
еи of Gold Bond 

torm Sealed Gypsum 
Sheathing add structural 
strength and built-in 
fire protection. Costsless 
than old-style sheathing. 
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GOLD BOND FIREPROOF GOLO BOND FIREPROOF GOLO BOND FIREPROOF 
GYPSUM SHEATHING GYPSUM LATH GYPSUM PLASTER 
| y TNT : 
| == М Xx 


Gold Bond Gypsum Lath 
is the perfect plaster 
base. Can't warp, expand ed to 
or contract. Adds fire 

protection and structural 
strength for better wall 
and ceiling construction. 


Goto 


Gold BoadGr sum Plas- 
ter is especially process- 
ond perfectly 
with gypsum lath. Builds 
firesafe, rock-like walls 
and ceilings with greater 
durability and beauty. 


BOND FIREPROOF 
FINISH LIME 


Ed 


Over the plaster, goes a 
coat of Gold Bond Fin- 
ish Lime. This is the 
smooth white finish that 
ou see in a new house 

fore the wallpaper or 
paint is applied. 


GOLD BOND FIREPROOF 
ROCK WOOL INSULATION 


Builds a fireproof blan- 
ket of insulation around 
the house for greater year 
‘round comfort, family 
health, and fuel savings 
up to 40%. Available for 
new or old homes, 


GOLO BOND 


1-НОЏЯ WALL PAINTS 


Dries in one hour with 
no objectional painty, 
after-odor. Easier to ap- 
ply. This modern deco- 
ration is now available 
at your dealer’s in a full 
range of colorful tones. 


" 


SINLE 1877 e DOUBLE HUN 
e CASEMENT 
e PIVOTED 
e PROJECTED 


J.S.THORN CO. PHILADELPHIA 32 PENNA 
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SIGN 


of a progressive store 


Why have 44 more of the nation's most pro- 
gressive stores recently decided to install Otis 
Escalators ... and why are 23 others extending 


their present Escalator service to higher floors ? 


e Because Escalators induce customers to 


visit every sales floor in the store. 


e And because Escalators give upper floors 


main-floor convenience. 


The Otis representative in your city will be 
glad to give you the facts on Escalators for 


your store. 


“Escalator” is a registered trademark of the Otis 
Elevator Company. Only Otis makes Escalators. 


ELEVATOR 
COMPANY 


OFFICES IN 
ALL PRINCIPAL CITIES 
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LIKE CLIPPING COUPONS 


THESE EXTRA YEARS OF TROUBLE FREE SERVICE” 


PIPING 


gy SERVICE 


WHEN YOU SPECIFY 


STREAMLINE 


COPPER PIPE AND FITTINGS 


The piping system is one of most vitally important factors in the home or building 
as it is the actual nerve center upon which the livability of the dwelling depends. 


This fact becomes more and more apparent as the years go by. 


The installation of efficient and trouble-free Streamline Copper Pipe and Solder 
Fittings will bring extra dividends to your clients through added livability to the 


home in additional years of reliable plumbing and heating service. 


Practically any piping material may be satisfactory for a limited time—but the 
question is— How good will it be after five or ten years under actual service 
In the plans which are on conditions? Then comes the test of a piping system and that is when copper piping 


your board now, provide proves its worth beyond question—and goes on proving it with year after year 


efficiency and long life in : * 
Š of efficient trouble-free service. 
the piping system by writing 


in Streamline Copper Pipe Streamline Copper Pipe connected with Streamline Solder Fittings assures a 
and Solder Fittings. piping installation that incorporates tremendous resistance to rust, clogging and 
vibration. More than that, its cost is little, if any, higher than materials that corrode 
and leak after a few short years of service. But taken over a period of years 


its cost will be immeasurably less. 


STREAMLINE , MUELLER BRASS CO. 


PIPE AND FITTING DIVISION PORT HURON, MICHIGAN 
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Ё “WHEN Luc ‘INCOR’ IT's = 


OOD concrete is watertight, of itself 


tih | and by itself. Use a well-designed mix, 
-2:4 Mix place carefully, CURE THOROUGHLY. 
With ordinary cement, thorough curing 
means keeping concrete wet a week or 


~ 
N 
Un 


7 Gal. per sack. 


Tests of 6x 2 in. disks longer... next to impossible on most jobs. 
under water pressure of 
80/b. per sg In. for 72 hours. 


‘INCOR’ 24-HOUR CEMENT solves this 
problem, by curing THOROUGHLY in 
24-48 hours instead of 6-8 days. Tests in 
Lone Star Cement Research Laboratory, 
summarized in graph, show practically no 
leakage with 3-day-old ‘Incor’ concrete... 
ten days to equal this with ordinary cement. 
_ | “When it's ‘Incor’*, it’s watertight” — 
20 years’ performance in swimming pools, 
tanks, water works and other structures, 


м 
e 
e 


Average. РА eakage ce. per hr. per А 
e э 


25 Lj] proves it! Use America’s FIRST high early 
strength Portland Cement — get added 
assurance of watertightness and durability 

0 AGUNT ш. | | —cut curing time and costs. *Reg. U.S. Pat. Of. 
34. 7 28 533 e 
| Age at Start of Tist- Days ЩИ aei with Tacor. Contractor, Don Py, Мосо 


З Mo.; Engineers, Е. Т. Archer & Co., Kansas City, Mo. 
PERMEABILITY OF "INCOR' AND ORDINARY PORTLAND CEMENT CONCRETE CM bns 


LONE STAR CEMENT CORPORATION 


Offices: ALBANY » BETHLEHEM, PA. - BIRMINGHAM - BOSTON . CHICAGO - DALLAS - HOUSTON - INDIANAPOLIS - JACKSON, MISS. 
KANSAS CITY, MO. . NEW ORLEANS - NEW YORK - NORFOLK - PHILADELPHIA . ST. LOUIS - WASHINGTON, D. C. 


LONE STAR CEMENT, WITH ITS SUBSIDIARIES, IS ONE OF THE WORLD'S LARGEST CEMENT PRODUCERS: 15 MODERN MILLS, 25,500,000 BARRELS ANNUAL CAPACITY 
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LOS, ANGELES, CALIFORNIA 


DESIGNER’S OWN HOUSE, 


каш 


GORDON DRAKE, Designer 


AWARD WINNER 


l. viEW FROM THE ROAD. The site was cut into а steep hillside. Car shelter at left; entry at right. 


DESIGNER'S OWN HOUSE, LOS ANGELES, CALIFORNIA 


GORDON DRAKE, Desianer 


A winner of the PROGRESSIVE ARCHITECTURE Award” for private residences, completed during 
1946, that best exemplify sound design progress, this engaging small house was cited for its 
imaginative contribution as an architectural concept as well as for its brilliant plan. The house is 
a minimum home—hardly more than a single room, with space partitioned off for the kitchen and 
bath. Yet within these modest confines, plus the nicely schemed outside living terrace, it achieves 
the living amenity of a house many times its size, quite apart from the factor of cost, where it also 
scores a triumph. * For full report of the Award, see June 1947 PROGRESSIVE ARCHITECTURE. 


The design of this prize-winning house started 

when Gordon Drake was in the Marines. 
келе When the war was over, he wanted to build a 
house for himself and, as he heard other ser- 
vicemen talk about the houses they planned 
to build, he realized that high postwar costs 
would likely explode many a dream—unless 
somebody did something about it. So, he 


SERVICE Е determined to work out a basic unit, high in 

mE mm S re dm livability and as low in cost as possible, that 

ET : might meet the needs and budgets of average 
Cea вт : 

ТТ T TIO young couples. The house shown on these 

imu [t U po. SM pages was the result. Cost, incredibly, was 


i E kept to 8 dollars a square foot. 


ORESSG 


= FOR A DEEPER LOT, Mr. Drake feels that 
S the plan would be improved if the sleeping- 
dressing area were a little larger, as above. 


2. THE TERRACE, toward the west, is shaded by trees and screened from the road by a louvered wall beside the front door. 


South. lewatin EXTENDED VERSION 
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AWAHD WINN 


3. FRONT DOOR SHELTER. Note the obscure glass panels, and roof extension embracing the tree. 


5. THE BRICK-PAVED TERRACE doubles the living space of the house. 


DESIGNER'S OWN HOUSE, LOS ANGELES, CALIFORNIA 


One wall of the house opens onto the landscaped terrace 
which, in mild weather, with pairs of wide, glazed doors 
opened, becomes part of the living area. A good proportion 
of the terrace is paved, with special planting occurring only 
around the pool near the entrance and at the base of trees— 
a factor planned for ease of maintenance. The indoor-outdoor 
space relationship is further carried out by the extension of 
the roof soffit into the house, forming a trough for concealed 
lighting. The house is framed with 4" x 4" posts, 6 feet on 
center, with redwood plywood used as the exterior surface, 
and 1" x 8" shiplap siding, placed horizontally, on interiors. 
In certain sections, panels of either clear or diffused glass 
take the place of the wood. Floors, except in the kitchen and 
bath (where floor tile is used), are surfaced with Chinese 
matting. 


4. 


FRONT DOOR; screen at right shields the terrace. 


6. TOTAL INTEGRATION: indoors and out; plan, structure, light, and even storage units; finished design. 
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DESIGNER’S OWN HOUSE GORDON DRAKE 
LOS ANGELES, CALIFORNIA Designer 
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DESIGNER'S OWN HOUSE 
LOS ANGELES, CALIFORNIA 


LIGHT 


TROUGH 


OPEN TO KITCHEN 
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GORDON DRAKE 
Designer 
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7. SLEEPING CORNER. The designer prefers a more spacious scheme (see p. 46). 


DESIGNER'S OWN HOUSE 
LOS ANGELES, CALIFORNIA 


Much of the furniture, in the form of storage 
shelves and drawers, is built into the house, 
so that only a minimum of portable furniture 
is required—another economical feature of 
the design. Provision is made for a radiant 
warm-air heating system, in which heated air 
is carried through a grid of ducts in the 
concrete floor slab and, as it cools, automati- 
cally returned to the centrally located furnace 
for reheating. 8. STORAGE CORNER. Clerestories provide cross light. 


52 PROGRESSIVE ARCHITECTURE 


Critique 


Williams t$ Meyer Co. 


ILLINOIS 


MULTI-FAMILY HOUSING 


Last fall we launched our series of critical studies of a particular building type. 
with a comparative analysis of several outstanding hospitals. In May of this 
year, the same technique was applied to retail stores. Now, in this issue we 
consider the current status of design of several categories of private, multi- 
family housing. As with the previous Critiques, we are indebted to a panel of 
experts who assisted us in assaying the work shown. Three distinct areas of 
specialization were represented on the panel. From the field of private practice, 
there was Simon Breines of the firm of Pomerance & Breines; representing in- 
vestment and project development aspects was George D. Brown, Jr., architect 
and housing consultant for The Mutual Life Insurance Company of New York; 
and finally—but hardly least—we had the specialized knowledge and experi- 
ence of John Dean, sociologist and housing economist. 


Although only six projects are shown in the group, they represent the widest 
range of types of group housing. The housing campus developed by Skid- 
more, Owings & Merrill for the Illinois Institute of Technology is a large- 
scale project that includes ten-story apartment buildings, three-story, 
walk-up apartment houses, and four-story dormitory structures. Indepen- 
dent apartment houses, both of the elevator type and walk-ups, are 
represented in the two Washington, D. C., buildings by Berla & Abel. 
Gregory Ain’s work in California includes both single-family row houses 
and a group of semidetached individual homes, and the project in Seattle 
by Paul Hayden Kirk consists of but six dwelling units arranged in three 
adjoining structures. 


In developing the study, the following process was followed. In joint session, 
the editors and panel of consultants used a fine-tooth comb on the jobs 
selected for publication. Whatever was questioned or in any way criticized 
was then forwarded to the architect or designer for rebuttal or additional 
comment. The editors then weighed the finished jobs in the light of the 
experts’ critical comments balanced by the explanations sent in by the 
architects. Thus we hope—and correspondence increasingly supports this 
hope—that we are presenting a useful evaluation of a building type that 
no one person, professional or otherwise, or any one editorial group could 
hope to produce independently. 

The Editors 


Rodney McCay Morgan 


а vns 


DISTRICT OF COLUMBIA 


Julius Shulman 


CALIFORNIA 


P. 4. Dearborn 


WASHINGTON 
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HOUSING CAMPUS, ILLINOIS 
INSTITUTE OF TECHNOLOGY 


SKIDMORE, OWINGS & MERRILL, Architects 


А 42-acre project, this housing campus for students 
and faculty is just east of State Street from the Insti- 
tute's academic campus, planned by Mies van der Rohe. 
Eventually, there will be three 10-story apartment 
buildings (360 apartments); three 3-story, walk-up 
buildings (18 apartments each) ; and ten 4-story dormi- 
tories (each accommodating 93 students). The open- 
ness of the scheme brings light and air into an area 
of Chicago that has been notably overbuilt in the past. 
Nor is the campus being developed in а vacuum. One 
large housing project is in the immediate neighborhood, 
and insurance companies are considering additional 
low cost housing for the area. The panel's one critical 
observation on the site plan was to question its rectang- 
ularity and axial arrangement across 33rd Street. This 
parti is explained by the architects: “It seemed logical 
to open up the 33rd Street entrance to the campus as 
much as possible—to set off the principal entrance... 
to create an inside mall between the.housing and 
academic groups." 


1. FOUR-FLOOR DORMITORY 


1. Dormitories 2. Three-Story Apartments — 3. Ten-Story Apartments 


The consulting panel applauded the plan layout and east-west orientation of most of 
the dormitory buildings, since this avoids western sun in single-exposure rooms. Chief 
discussion raged around the arrangement of the individual double rooms. The jury 
felt that things might work out better with a parallel symmetrical scheme, with beds 
at either side, giving each student identical accommodations. The architects gave much 
study to this but developed the present scheme because, as with the other campus build- 
ings, minimums were required to meet the budget, and the adopted plan locates all 
doors, closets, bureaus, entrances, etc., together, leaving a maximum of uninterrupted 
wall space—“we felt it better to make one good unsymmetrical room, of more general 
use to the students, than two ‘half rooms’ that would be entirely cut up by furniture 
or doors.” 


Hedrich-Blessing 


Williams & Meyer Co. 


4. Row Houses 5. Recreation Rooms 6. Community Building 7. Dining Hall 8. Garage 9. Existing School 10. Academic Campus by Mies van der Rohe 
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Williams & Meyer Co. 


Sketch of TYPICAL LIVING ROOM. Entrance hall at left. 


HOUSING CAMPUS, ILLINOIS INSTITUTE OF TECHNOLOGY 


SKIDMORE, OWINGS & MERRILL, Architects 
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2. THREE-STORY, WALK-UP APARTMENT 

Of the three main building types, the jury found the three-story walk-ups the most 
successful. The ingenuity of the scissors type stairway, providing the two exits (and 
incidentally a service stair) required by the Chicago ordinance, without adding much 
cubage, was much admired; also the arrangement of the typical apartment plan for 
privaey and cross ventilation and the economy of back-to-back placement of bath and 
kitchen. Two of the panel missed storage space for baby carriages, etc., pointing out 
that the basement storage, while a good thing, is not adaptable to such uses. This 
problem is admittedly not solved at the moment, but the current idea is to make one 
ground floor apartment in each entry into a one-room unit, utilizing the space gained 
for bulk storage. Another juror felt that it should be possible to close off the kitchen. 
With the minimum square footage available, the architects comment, opening up the 
dining alcove into the living room gives considerably greater apparent size to the room. 
Also, with any sensible furniture arrangement, there would be no point from which 
any seated person would see the kitchen unit. 


MULTI-FAMILY HOUSING 


Critigue 


Purdy 


tape H 


dormi- 


the 


MODEL. Like 


story walk- 


the three- 
ups are of wall-bearing brick 


end tile construction, with 
reinforced flat-slab floors. 
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GARBAGE CANS 


GARBAGE CANS 


GARBAGE CANS 
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REINFORCED CONCRETE FRAME; 
flat-slab floor system; brick exterior, 
with tile or concrete block backup. 


HOUSING CAMPUS, ILLINOIS 
INSTITUTE OF TECHNOLOGY 


Hedrich-Blessing 


SKIDMORE, OWINGS & MERRILL 
Architects 


3. TEN-STORY ELEVATOR APARTMENTS 

The critics were concerned with the orientation of the buildings themselves, with the 
long axis north-south. One contended that if you must choose but one exposure, north 
is preferable to the heat and glare of west. The architects answer that it is desirable 
to have sun in every apartment and that, due to the prevailing summer southwest 
wind, the problem of unbearable heat is not too pertinent. One critic thought the 
kitchen unit would be more cheerful if moved up front. True, the architects say, but 
this would sacrifice the nice shape of the living room with its 21 feet of window and 
substitute a hotel-room-like affair. Furthermore, they point out, placement near the 
entrance simplifies handling of garbage and trash. 
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It is quite a jump in building type from a 
housing campus to the speculatively built 
house of apartments for rent in a large city. 
The former has sufficient design restrictions 
—the budget, the limits of site, and so on. 
But compared with the commercial, competi- 
tive, “for rent" apartment house, these seem 
slight. For, with the built-up city situation, 
there is not only the budget, but zoning re- 
strictions dictating maximum plot coverage; 
height and depth of setbacks; usually, local 
restrictions on placement of kitchens or bath- 
rooms; the need (so that they will rent readily 
in normal times) to make the apartments 
themselves as attractive as (preferably more 
attractive than) the nearest competitor; and 
the owner's sole objective—to make money. 


Not one cent for amenity or beauty (unless it 
will clearly pay off). Not the remotest inter- 
est in architecture, except insofar as the 


THE PRESIDENT 
APARTMENTS 
WASHINGTON, D. C. 


BERLA & ABEL 
Architects 


Rodney McCay Morgan Photos 
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building will constitute a better than average 
investment. Maximum rental space at mini- 
mum cost. Period. 


So, what can the progressive-minded archi- 
tect do about it? In a great many instances, 
damn little. Come to think of it, perhaps 
that is one of the reasons why so few top- 
flight progressives in this country are dis- 
tinguished for city apartment work. But here 
and there evidence proves that, even with the 
restrictions and stupidity, the apartment 
house planner can push on and find better 
ways of doing things and produce better 
architecture in that category. We think the 
firm of Berla & Abel in Washington, D. C., 
deserves special mention in this regard. 


Two projects from this firm are shown on the 
following pages. 
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REINFORCED CONCRETE frame, with 8-inch masonry walls surfaced with buff brick. 


PRESIDENT APARTMENTS, WASHINGTON, D. C. 


Located near numerous Government departments, this apart- 
ment house is the home (primarily) of young married couples, 
both of whom work, or Government employees who team up to 
share an apartment. Hence, most of the units are of the 
so-called "efficiency" type. Land in this locality is very expen- 
sive and therefore the lot had to be developed to maximum 
potentials. From a lobby with an angled glass wall toward 


SOME TENANTS use the solaria as bedrooms; others, as dining bays. 


PROGRESSIVE ARCHITECTURE 


the street, a few steps lead up to the elevator corridor. The 
typical floor plan consists of a T-shaped corridor (with an 
offset extension in the rear portion) with one-room apartments 
opening off at both sides. At the rear is a pair of apartments 
with separate bedrooms. 


Most of the jury discussion was around whether the same 


ALUMINUM-FRAMED glass wall. 


BERLA & ABEL, Architects 


number of units might not have worked out even more happily 
had the bathrooms and kitchens both had interior locations 
(either side of an entrance passage) leaving the whole outside 
wall for the living room. This brings into sharp focus the 
confliet between design ideals and what is possible. Very 
likely, the architects agree, but the Washington building code 
(at the time this apartment was built) required that bath- 
rooms be outside rooms, while mechanically ventilated inside 
kitchens were allowed. Granted, then, that the baths had to 
be on the perimeter and kitchens could go inside, the archi- 
teets developed the plan (with kitchens, dressing closets, and 
bathrooms in rows wherever possible) to give all possible 
remaining exterior wall space to the living rooms. While this 
produces deep rooms, with windows at one end, this is not at 
all a bad plan for the torrid Washington summers. Another 
curious Washington idiosyncrasy allows solarium-like exten- 
sions beyond the legal building line. This accounts for the 
windowed extensions at the front of the building, which are 
used either as dining bays or bedrooms, although tenants pay 
for only one-room apartments. Large ventilating shafts pro- 
vide cross ventilation for all interior apartments. 


The jury challenged the big dressing closets outside the bath- 
rooms, feeling that, people's habits being what they are, 
these would present a disarray; also that steam from the 
bathroom would not be too good for clothes hung there. This 
is frankly a choice and a matter of opinion. It would have been 
possible to provide separate entrances to the closét and bath- 
room, but “most tenants prefer having the bath open into 
the closet rather than directly into the living space, as this 
arrangement provides more privacy." 
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VENT SHAFT 


SOLARM 


Partial. Dres PLIOL REMAINDER, SIMILAR TO ABOVE 
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Rodney McCay Morgan Photos 


PHILLIPS APARTMENTS, WASHINGTON, D. C. 


The deep lot suggested the basic arrangement of the building, with a sidewalk leading 

to side entrances. Among plan points discussed were difficulties implicit in entrance to 

four apartments on each landing and the fact that in many units there are numerous 

BERLA & ABEL openings and traffic-ways in living rooms. The architects’ answer is that both these 
matters stem from the realty necessity of making every square foot of rental space 

Architects count. Had landings been larger, the space would have had to come from the apartments. 
As to cross-circulation, “this fault is common to this type of grouped-plan building. 
Any arrangement with better circulation would use much more floor area, and the 
economy resulting from use of a grouped plan would disappear.” The unusual exterior 
incinerator stacks were used because (1) the D. C. zoning law allows them without 
counting against the building area, and (2) if located inside, they would have used 
some available rental space. In answer to a juror’s question why continuous fenestration 
was not employed, the architects explain that, without fireproofed lintels, the local code 
allows openings in wall-bearing masonry up to only 8 feet. 


Typical dloo 
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"Where are baby carriages, etc., stored?" asked 


PLASTERED HALLWAYS raised the question of 
damage by movers. Access to incinerators is RESTRICTIONS limited ground coverage to 40 percent; height to three 
directly off stair landings. floors. 
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Somewhere between the apartment house speculatively built on an acquired 
site in a part of town where the real estate gamble is highest, and well 
considered neighborhood planning, lies the occasionally enlightened devel- 
opment of group housing—individual houses in rows or semidetached, 
planned in conjunction with landscaped walkways, gardens, and other 
genial amenities. While it is neither as fragmentary as the isolated apart- 
ment building—speaking in a design sense—nor as inclusive as the com- 
pletely planned neighborhood, it has real importance to those concerned 
with more healthy community development. For, if well done, this in- 
between type of multi-family housing can act like the proverbial pebble 
dropped in the middle of a pond. Its influence is felt in the immediate 
neighborhood and, in time, the standard over a wide area may be measurably 
affected. We are pleased to be able to present two such projects, one of 
row houses, the other of semidetached individual homes, from the compe- 
tent hand of Gregory Ain of Los Angeles. Then, to complete this month’s 
Critique, we present a most unusual project—a series of three duplex 
apartment buildings wherein Paul Hayden Kirk of Seattle not only exercises 
his highly individual design talent but is, in fact, entrepreneur and owner 
of the group. 
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GARDEN APARTMENTS, HOLLYWOOD, CALIFORNIA 


GREGORY AIN, Architect 


Built on two adjoining lots, this row house project consists of 
20 dwelling units arranged with the ends toward the street. 
Between the rows of two-story, two-bedroom units (plus an 
end unit with one 1-bedroom apartment on each floor) is an 
access walk, bordered on one side by a high wall enclosing the 
southern patios provided for each home. Above each of the 
garage blocks are two 1-гоот apartments, each with a big 
outside deck. Our consulting jury had little but praise for the 


scheme—the cross ventilation; entrance next to stair and 
separated from living room; centralization of plumbing 
stacks; and the privacy provided. One juror thought that 
from the upper row one could look directly into bathrooms 
of the lower; the architect explains that windows of bath, 
closet, and stair are of obscure glass. Another felt that 
kitchen smells would travel readily through the house; all 
kitchens, however, may be closed off by doors or sliding panels. 
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MODEL. The houses are at 
either side of a street run- 
ning north and south; thus, 
main living rooms face either 
east or west. For those 
houses with living rooms to 
the west, Garrett Eckbo's 
planting scheme (not shown 
in model) places tall trees 
at the back of the garden 
to shade out late afternoon 
sunlight. Paired garages 
along the street provide pri- 
vacy for each house, as well 
as form the central service 
and children's play yard. А 
dropped clerestory runs 
three quarters the length 
of each house, bringing 
cross light and air to all 
rooms. 


Julius Shulman Photos 


ECKBO, ROYSTON & WILLIAMS 


LANDSCAPE ARCHITECTS 


PARK PLANNED HOMES 
ALTADENA, CALIFORNIA 


GREGORY AIN, Architect 


A remarkable project, this 28-house subdivision demon- 
strates what can be done within the severe limitations of 
speculative building, real estate custom, and the unin- 
tegrated building “industry.” By careful planning the 
architect has achieved some of the economies of prefabri- 
cation, although the houses are built piece by piece as 
usual. For the plans are worked out on an assembly of 
standard 12’ x 16’ plan modules, each including two walls 
and the roof; and while the plumbing lines do not con- 
stitute a prefabricated "core," arrangement of fixtures 
requiring water is closely coordinated. He has further 
managed to provide each family with privacy, both in a 
service and play yard and in the garden, and through the 
collaboration of Garrett Eckbo, landscape architect, in- 
sured natural beauty and amenity to the residents of Park 
Planned Homes. In fact, top priority has been given to 
the privacy of the individual family, this being chosen in 
favor of facing living rooms of all houses south. But, with 
the site plan organized along a north-south axis, he has 
provided sunlight in every room and (by introduction of an 
inset clerestory) windows on two sides; hence, cross ventila- 
tion and added light in every room. 
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]. TYPICAL GARDEN FRONT. The landscaping is yet to be done. 
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ROOF FRAMING PLAN 
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DETAIL PLAN, showing 12' x 16' framing plan module, floor plan with excellent circulation, and relation of pairs of houses. 


DRIVE 
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2. STREET FRONT, showing how garage and service yard wall give the living quarters a:most complete protection. 


PARK PLANNED HOMES 
ALTADENA, CALIFORNIA 


GREGORY AIN, Architect 


One of the jurors questioned whether the clerestory 
wouldn't be difficult to maintain and keep clean. Mr. 3. FROM A FRONT PORCH to the house next door. 
Ain thinks that at most this would require a good wash- 
ing twice a year. Clerestories, like the framing ele- 
ments, are built in 12-foot units, with outer 3-foot sec- 
tions sliding (by means of cord and pully) across the 
fixed central 6-foot unit. Actually, the architect planned 
the houses so that they would be satisfactory in any 
orientation. The Altadena site is on a slope, hence re- 
taining walls step down in the center of each paired 
driveway. The frame houses are stuccoed and have 
white heat-reflective roofing, as well as aluminum foil 
insulation in the ceilings. 


4. LOOKING THROUGH SERVICE YARDS. Note overhead shelter 
SECTION. Light and air throughout. from garage to house. 
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SIDING is stained gray; trim is chartreuse сг vermilion. 
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TRAIL TO PARK 
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ON THE GARDEN SIDE, lower apartments open out to the lawn—ond park beyond. 


GROUP OF THREE 2-FAMILY UNITS 
SEATTLE, WASHINGTON 


PAUL HAYDEN KIRK, Architect-Owner 
(of Chiarelli & Kirk) 


When the architect is also the entrepreneur, something particularly interesting should 
result; and the three 2-family rental units shown here are a good instance. All three 
buildings were built from the same plan, though one is exactly the reverse of the other 
two. The site is 125 feet along the street, with the depth of 90 feet sloping abruptly 
back to an adjoining wooded public park. Separate placement of the three structures 
provides service yards between them; front yards are simply entry areas, and the rear 
gardens (and balconies of upstairs units) overlook the park. Each of the three buildings 
has (on the street level floor) an apartment of two bedrooms, while garden-level apart- 
ments are one-bedroom units. Our consulting panel with one minor exception were 
enthusiastic about the entire job, the site plan, and the plan of the individual apart- 
ments. The one minor exception was to question whether the design of the balcony 
railing wasn’t too open to be safe for children. The answer is: undoubtedly, but the 
apartments are at present rented to people without children; if the problem comes up, 
“another railing could be added.” 
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IN UPPER APARTMENTS, continuous windows and a door adjoin the balcony. 


THREE 2-FAMILY UNITS 
SEATTLE, WASHINGTON 


PAUL HAYDEN KIRK, Architect-Owner 
(of Chiarelli & Kirk) 


As one of the panel put it: “The plan is excellent, provid- 
ing a maximum of open space for entertainment and 
living purposes and, at the same time, privacy for bed- 
rooms.” Interior walls are plastered; the ceilings surfaced 
with acoustical insulation material; floor surfaces are 
hard-board squares. Each unit has its own oil-fired, warm- 
air furnace, located on the lower floor. 


ENTRANCE HALLS are well lighted through large panels 
of obscure glass. 


VIEW OF LIVING ROOM from balcony. 
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ROW HOUSE CONSTRUCTION 


MATERIALS AVAILABLE DETERMINE A STRUCTURAL SYSTEM 


CHARLES H. BAUER, Jr., Architect; HERBERT H. SWINBURNE, Associate 


Originally conceived as an answer to the 
veterans’ housing problem, the structural 
system here presented was at first accepted 
by the National Housing Agency as a basis 
for further research. After the change in that 
Agency's administration it was politely 
dropped. There is too much value for de- 
signers in the scheme, however, to let it pass 
without comment. 


This is one of the few instances in which 
planning of multi-family housing is 
thoroughly integrated with the con- 
struction system. Its simplicity and 
extreme flexibility are indicated by the 
fact that units can be arranged for one-, 
two-, or three-bedroom layouts; they may 
have central heat, laundry, and storage 
facilities, or they may be detached or 
repeating duplex garden apartments 
with individual laundry, heating, and 
garage. Another advantage is that 
these schemes provide a substantial 
volume of flexible living space. 


Construction is based on several prem- 
ises: use of conventional materials now 
in production; establishment of a site 
production line utilizing labor in a 
manner familiar to the building indus- 
try; elimination of any overlapping of 


building trades; elimination of cutting 
and patching (and consequent waste); 
employment of inert, permanent build- 
ing products which are both structural 
and finished. Materials used are not the 
cheapest available, but the designers be- 
lieve that direct labor costs, simplicity 
of material and detail, easy scheduling, 
reduction in number of trades, and speed 
of erection will produce economies that 
will result in lower cost per unit than 
conventional construction. Considered 
as a whole, the system requires a mini- 
mum of materials which, though in pro- 
duction, are still relatively scarce; and 
it permits use of materials readily avail- 
able locally. 


The system, fully illustrated on the fol- 
lowing pages, is set up in eight succes- 
sive operations. The first, grade prepa- 
ration and foundation construction, is 
quite conventional except that founda- 
tions are less extensive than usual. The 
second employs any available masonry 
to form dividing walls (including sup- 
ports for floor and roof systems) which 
are bearing walls, fire walls, and fin- 
ished walls; second floors and roofs span 
between them. The third step is laying 
the first floor slab, directly on grade; 
fourth comes installation of second floor 


and roof panels, of steel, concrete, alu- 
minum, or any other material suitable 
for the span, capable of being fabricated 
to size at the factory, and having top 
and bottom surfaces suitable for apply- 
ing the necessary finishes. 


Fifth is installation of the prefabri- 
cated stairs and glazed exterior wall 
panels. The latter extend from first 
floor to underside of the roof and are 
entirely self-supporting. With the struc- 
ture thus enclosed, step six is the in- 
stallation of mechanical services; seven, 
applieation of finishes, equipment, and 
prebuilt closets which form most of 
the partitions. Step eight is simply 
moving in. 


Such a procedure, since it follows cus- 
tomary building practices, alleviates 
many grievances of labor with respect 
to unfamiliar techniques. Extremely im- 
portant is the high degree of job con- 
trol possible, with its attendant advan- 
tages of scheduling, speed, reduced labor 
costs, reduction of number of sub- 
contracts, and exact quantity surveys. 
The permanent materials employed re- 
duce maintenance and depreciation and 
provide a relatively fireproof and ver- 
minproof structure. 
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ROW HOUSES 


WOOD FLOOR, GLUED 
TO METAL DECK 
ACOUSTIC TILE 
GLUED TO UNDER- 
«IDE OF ROOF AND 
FLOOR DECKING 


UPPER PART OF 
LIVING ROOM _ 


ELECTRIC FIXTURES _ 
N CEILING 
ROLLABLE WOOD 
SLAT CANOPY ON 
METAL RODS —— 


ROOF OVERHANG 


BASIC SECOND FLOOR 


PREFAB. GLASS 
PANEL Assy 


CAVITY 
BRICK 


WALL, GLAZED 
NTERIOR FINISH 


DINING $PACE CAN 
GE COMBINED WITH 
LIVING $PACE 


STORM W 
( PRE 


ET 4A A 
-FAB ASSEM 


BASIC FIRST FLOOR 


EIGHT STEPS IN CONSTRUCTION 


STEP ] 


PREPARE GRADE AND POUR FOUNDATIONS 


CAVITY WALL, GLAZED 
BRICK INTERIOR FINISH 


UPPER PART OF 
MECHANICAL SPACE 


PARTITIONS FORMED 
BY CLOSETS 


PREFABRICATED 
STAIRS 


UPPER, PART OF ENTRY 


1 
ROOF OVERHANG 


ALTERNATE (two-bedroom) SECOND FLOOR 


Plans on this page show the basic strip 
scheme, which has a studio living room, 
dining alcove, kitchen, and study corner 
on the first floor. Second floor may have 
one or two bedrooms. Mechanical services, 
installed in a trench below the first floor 
slab, branch at each of the mechanical 
spaces shown in the plan to serve two ad- 
jacent units. Variations in planning ap- 
pear on the following pages. 


STEP 2 


ERECT ALL MASONRY WALLS 


LATTICE SCREEN 
\ 
BATH,5'x 6-6 


ISITCHEN — 
9х 14', 122 $Q. FT. 
SPACE FOR 
SMALL TAGLE 


LIVING & DINING BAM 


12'« 16-х 8' HIGH 
198 $Q.FT. 


FURNITURE 
EXT. DINING TABLE 
14"x 42 

BADIO, lb" x 32 

2 END TABLES, 14"x24 y TWIN BEDS 
COFFEE TABLE, 20'426 NIGHT TAGLE . 
SOFA, 36"x 84 DRESSER, IB". 55 
2 UPHOL. CHAIRS BUREAU, IB"« 40 
DESI, 18"x 3b STRAIGHT CHAIR 
3 STRAIGHT CHAIRS Om DRESS O TAGLE 


ALTERNATE ONE-FLOOR SCHEME 


DINING SPACE CAN With one bedroom, individual heater. 
BE COMGI 
LIVING 5РАС 


МАСА COUNTER, 
STUDY, CLOSET, 


Mott! sECOND FLOOR 
۸ A$ SHOWN FOR STRIP 


HIRD BEDROOM CAN GE 
LOCATED OVER GARAGE 


і scale for all plans, 1/16" = 1-0 
MJ m 
EXPOSED сы 
MASONRY ы | 
WALL ENTRY 


ALTERNATE FIRST FLOOR 


Showing individual heater, garage. Second floor can have three bedrooms. 


STEP 3 STEP 4 
POUR CONCRETE FLOOR INSTALL FLOOR AND ROOF PANELS 


nyw MUUSED 


BATH, 5'x b-6 


BED ROOM = 


IO-B"x!7'x 7-5" HIGH BEDROOM #2 
IO' x 15'- 8" 7-b" HIGH 
156 $Q. FT. 
CLOSET AT&EA,I9 $Q.FT 


DUM 


w 


TWIN 

NIGHT 7"x17 FURNITURE 

2 STRAIGHT CHAIRS DOUGLE BED 
BUREAU NIGHT TAGLE, I7"x 17 
DRESSER, | 3 DIAESSEm,I8"x 42 
DQRESS$'G TAE.z,1B"«35 ОЕ 514,18"х $5 
BABY CRIB «PA 2 STRAIGHT CHAIRS 


26 x48 


EXTRA DRESSER $PAC 


—— UPPER PART “= ENT у 
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ALTERNATE (two-bedroom) SECOND FLOOR 
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Асо 


DINING ALCOVE 


Ю' ж 12' х 7-b" HIGH 
120 $Q. FT. 


CARBAGE & REFUSE 1 


FURNITURE 
TABLE, $5"x 72" 
6 STRAIGHT CHAIRS 
SIDEBOARD, 20"х 42" 


oul = UTILITY $PACE 
— b'x 8' 

HOT AIR, SYSTEM 

HOT WATER TANK 

PIPE SPACE 

GARDEN TOOLS 


LIVING Room 


IO-9"xIQ'x 7- b" HIGH 
194 SQ.FT. 
CLOSET AREA, B $Q.FT 


—— — GENERAL STORAGE 
4'x5-4" 21 SQ.FT 


KITCHEN , 8'x 1O', BO $Q.F1 
FURNITURE 


SOFA, $5". B4' 
2 UPHOL. CHAIRS, 3O"x 36" 
DESK ,24"x42" 
STRAIGHT CHAIR 
RADIO, |b" x 32" 

2 END TABLES, i4"x 24" 
COFFEE TABLE, 24"x 36 
OCCASIONAL TABLE , 12" 24" 


STORAGE UNDER STAIRS 
72 USABLE CU.FT. 


ENTRY, 4'x 9' 36 $Q.FT 


ALTERNATE FIRST FLOOR 


Strip type with individual heating systems. 


Scale for all plans, 1/16" = 1-0" 


ERECT PREFABRICATED STAIR AND GLASS PANELS 


ADJUSTABLE SHELVES, 24 CU ROOF OVERHANG 


TRANSLUCENT GLASS —— BATH, 5'x 6-6 


BED ROOM #1 
12'x 16-9"x 7-6" HIGH 
20! $Q.FT. 
LOSET AREA, 16 $Q.FT. 


_ BED ROOM #2 


10' x 16' x 7-6" HIGH 
50 $Q.FT. 

FURNITURE CLOSET AEA, Ib $Q.FT. 

TWIN BEDS 

NIGHT TABLE , 17" x 17" 

Z STRAIGHT CHAIRS 

BUREAU , 18"х 40" 

ОЉЕ$5Е №, IB" x Sb" 

DRESSING TABLE , IB"x 36 

BOUDOIR CHAIR 

SPACE FOR BABY CRIB 


FURNITURE 
DOUGLE BED 
NIGHT TABLE, I7"x 17" 
DRESSER, 18" 36" 
DESIG. 18" x $5" 
2 STRAIGHT CHAIRS 
SPACE FOR EXTRA DRESSER 


GARBAGE AND REFUSE 
KITCHEN 


B-O"x12-5 
92 $Q.FT. 


UTILITY $PACE 
HOT AIR SYSTEM 
H. WATER TANK 
PIPE $PACE 
GARDEN TOOLS 


LIVING ROOM 


2-2" x 19'-9"x 716" HICH 
252 $Q. FT. 
CLOSET AREA, B $Q.FT. 


STORAGE 


3-6'x6' 2| SQ.FT, 
TFI SE 157 CU.FT. 
SOFA, 3b"x 84" 
2 UPHOL. CHAIRS 
DESK, 18"x 36" 
STRAIGHT CHAIR 


DINING ALCOVE 
IO' x П-Б" x 7-6" HIGH 


RADIO, 16"х 32" 15 $Q.FT. 
2 END TABLES, I4"x 24" 
OCCASIONAL TABLE FURNITURE 


‚нен TABLE , 3b"x 72" 


5 STRAIGHT CHAIRS 
SIDEBOARD, 20"x 42 


ALTERNATE FIRST FLOOR 


Slightly more spacious, with individual heating. 
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INSTALL MECHANICAL SERVICES 


BED ROOM #2 
10'x 17-8" x 7-6" HIGH 
76 $Q.FT 

CLOSET AREA 


BATH, 5'x 6-6" 


,ROOF OVERHANG 


19 $Q.FT 
FURNITURE 

DOUGLE GED 

NIGHT TABLE > I7"x17 

DRESSER, 18"x 42 

DESI, 24"x 36" 

2 STRAIGHT CHAIRS 

EXTRA DRESSER SPACE 


HALL, 5-4"x 5-4 
33 $Q.FT. 


LINEN & UTILITY CLOS, 
B SQ.FT. 


BED ROOM #1 
x |9'x 7-6" HIGH 
$Q. FT. 

AREA, 26 $Q.FT 


CABINETS, 6-6" HIGH 


FURNITURE 

TWIN BEDS 

NIGHT TABLE, 17"х17 

2 STRAIGHT CHAIRS 
AU, 1B" x 40 


DRESSER, IB"x 36 
ORESS'G TABLE, 18" 36" 
ERE SPACE; RIE" „аә алаг axvaEmdcés idea а Os жашымы EK Ed au ROOF OVERHANGS 


DINING ALCOVE тс 
10'х 12' х 7-5" HIGH 
20 $Q.FT 


FURNITURE 


H. WATER, TANK 
GARDEN TOOLS 
BICYCLES 


"aw 


LAUNDRY AND STORAGE 
4'-4"x 5-5" к T-b 
28 $Q. FT. 206 Сш т 


77 STORAGE UNDER ТА! 
72 USABLE CU. FT. 


10 15"х 32 
D TABLES 14"х 24 
COFFEE TABLE 24"х 36" 
OCCASIONAL TABLE 

24" DIAM 


ENTRY 4'47', 28 $a FT 


ALTERNATE FIRST FLOOR 


With separate heater room, other services grouped 


INSTALL FINISHES AND EQUIPMENT 


FURNITURE 
TWIN GED$ 
NIGHT TABLE, 17"х 17 
2 STRAIGHT CHAIRS 
BUREAU, iB"x 40 
DRESSER, IB"x 36° 
DRESSING TABLE, IB '« 36 
BABY CRIB SPACE 
26"x 48 
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CLOSET AREA ,1B $Q.FT 
FURNITURE 

2 SINGLE BEDS 

NIGHT TABLE, !7"x!7 

BUREAU, I8" x 36 

DESIS, !B"X 26" 

STRAIGHT CHAIR 


DINING ALCOVE 
12'x 12'« 7-6" HIGH 
144 SQ.FT. 


CABINETS [~] 
6-9" HIGH + | 
| 


FURNITURE 
TABLE, 3b"«72 
& STRAIGHT CHAIRS 
SIDEBOARD, 20"x 42 
P 


LIVING BOOM 
13'-5"x 21'x 7-5" HIGH 
283 $Q.FT. 
CLOSET AREA, В $Q.FT. 


FURNITURE 


SOFA , 36" x B4 
2 UPHOL. CHAIRS, 30"x 36 
DESK, 24"% 42" 
STRAIGHT CHAIR 
RADIO, l6"x 32 

2 END TABLES, 14"«24 
COFFEE TAGLE, 24"x 36 
OCCAS'NL TABLE, 24"D. 


ALTERNATE FIRST FLOOR 
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MOVE IN 


i = — UTILITY $PACE 


HALL, S-4"x b-4 
33 $Q.FT. 


LINEN CLOS. 36 Cu. FT. 


BED ROOM #3 


B8-B"xll'« 7T- b" HIGH 
35 $Q. FT. 
CLOSET AEA, Ib $Q.FT 


FURNITURE 


DOUBLE BED 
NIGHT TAGLE, |2"x12 
BUREAU , 18"x 55 
De$15, IB"x 3b" 
STRAIGHT CHAIR 
SPACE FOR DRESSER 


T i LATTICE $CREE 
F 

I? 3 —%EFUSE ANO 

| GARBAGE 


b'xB' 
HOT AIR $Y $5TENM. 
HOT WATER TANK 
PIPE $PACE 
GARDEN TOOLS 


GEN. STORAGE 
2! SQ.FT 


4'х 5-4 
59 cu FT. 


7 KITCHEN 
8'х10', 80 5a. FT 


STORAGE UNDER STAIRS 
72 USABLE Cu. FT. 


WELDING: 


ITS IMPLICATIONS AND APPLICATIONS 


By PAUL WEIDLINGER 


PART П. This is the concluding portion of 
an article of great importance to designers, 
engineering and architectural. 


First Applications and Development 
History 


Fabrication of  all-welded building 
frames started in 1920. Welding itself 
is not new: when two pieces of metal 
are brought into such close contact that 
their adjoining surfaces are held within 
the mutual atomic field of attraction, 
they will be completely joined. This can 
be accomplished by pressing two pieces 
of soft metals (gold or lead) together at 
room temperature. Iron must be heated 
nearly to the melting point before such 
joining takes place; for years this has 
been done with wrought iron. The same 
results are accomplished today with 
more efficient methods. 


Only 14 years after the invention of 
the airplane the first aircraft with 
welded framing appeared; it took about 
twice as much time to adapt welding to 
steel building construction. All-welded 
bridges were first constructed in 1928. 
Welding was applied to certain portions 
of steel building for various purposes 
even before World War I; that war, like 
the more recent one, brought about a 
more widespread use and radical devel- 
opment of welding in shipbuilding and 
other industrial fields. 


Between construction of the first one- 
story, all-welded buildings in 1920 and 


erection of the now (from the point of 
view of welding) historic Westinghouse 
factory in Sharon, Pa., six years went 
by. The factory was the first heavy, 
five-story, all-welded structure; it re- 
quired 790 tons of steel (in comparison 
with the alternate riveted design re- 
quiring about 900 tons); while in the 
earliest buildings welding was simply 
substituted for riveted joints, this build- 
ing was designed especially for welded 
joints—its beams and girders were con- 
tinuous and its plate girders welded. Be- 
fore construction, full-size models of the 
more important joints in the Westing- 
house plant were tested to destruction. 
From this date (1926) on, welded struc- 
tures were built each year at an increas- 
ing rate. In 1928 the first welded rail- 
way truss bridge was erected at Chico- 
pee Falls, Mass.; it had a span of 135 ft. 
The first gas-welded construction (Union 
Carbide Research Laboratories) was 
built in 1929.* 


Although most of these examples 
showed a varying amount of savings in 
steel as compared to riveted construc- 
tion, this fact alone did not necessarily 
result in a reduction of over-all costs. 
Quite often the reduction of materials 
has been offset by increased cost due to 
unfamiliar operations, lack of experi- 
ence, etc. Later examples, however, 


6 4 detailed account of the first American welded 
structures from 1920 to 1932 may be found in Arc 
Welded Steel Frame Structures by Gilbert D. Fish, 
McGraw-Hill Book Co., New York. 


show over-all savings of considerable 
magnitude. 


Resistance to Its Acceptance 


Although it was thus demonstrated that 
as the process gained familiarity its 
potential economies became tangible, 
welding has nevertheless encountered 
all the resistances one would expect. 
Any innovation meets opposition; we 
need not review in detail a story fa- 
miliar to all who have followed the de- 
velopment of new materials and proc- 
esses. Welding, which presupposes use 
of a familiar material, has probably en- 
countered fewer difficulties than, for in- 
stance, reinforced concrete, in which 
both the materials and the techniques 
were once unfamiliar. 


But this semi-familiarity is also a draw- 
back; for this very reason welding is 
not always recognized as a process im- 
portant enough to command special at- 
tention. Consider a late edition (1943) 
of a well known 639-page textbook on 
structural members and connections, in 
which welded connections are disposed 
of in a summary two pages. This ten- 
dency, to consider welding merely a sub- 
stitute for riveting, is not only a dis- 
advantage to the process. At the very 
least it is a limitation on progress in 
structural design; and even if the ap- 
proach could have been considered justi- 
fiable early in the technique’s history, 
today it is indefensible. 


Photos left and below (courtesy Westinghouse Electric Corp.) show the first multistory building designed 
to be all-welded: Westinghouse Plant, Sharon, Pa., built 1926. About 110 tons of steel were saved by 
using welding rather than riveting. Bridges at right (photos courtesy Lincoln Electric Co.) are typical of 
many all-welded secondary road structures in the Middle West. Building at extreme right (photo courtesy 
Lincoln Electric Co.), a 13-story addition to the Chamber of Commerce Building, Houston, Tex., shows a 
combination of riveting and welding. Framing was shop-riveted, but assemblies were field-welded for 
noiseless construction. 
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Resistance to full exploitation of weld- 
ing due to the complexity of stress cal- 
culation has been discussed. Recently 
there has been some standardization of 
welding details, which is contributing to 
a wider acceptance by structural engi- 
neers (see Grover, Manual of Design 
for Arc Welded Steel Structures). 


If World War I gave the initial impetus 
to welding, the second war laid down 
fundamentals for further advancement 
and general acceptance. During the war 
the steel saving aspects of welded struc- 
tures became of vital importance. At 
the same time, a number of structural 
steel fabricating shops converted to the 
fabrication of barges, various parts of 
ships, and other military construction, 
all requiring welding equipment and 
skills. Despite the reluctance of some 
larger fabricators to reorganize their 
plants for welding operations, there are 
now a sufficient number of smaller shops 
well organized and equipped to under- 
take structural steel welding economi- 
cally and reliably. This makes it possible 
to execute large portions of welded 
structures in the shop, thereby increas- 
ing the savings which can be achieved. 
The accelerated training and wide use 
of personnel during the war will also 
provide sufficient trained, experienced 
operators and inspectors. 


The attitude of the architect has much 
to do with the acceptance and use of 
welding. If structures are initially con- 
ceived as welded, they will be more 
likely to succeed practically and estheti- 
cally than the ones in which the decision 
to use welding or riveting is left almost 
to chance. 


The Role of Building Codes 


Before 1940, welding of structural steel 
in buildings was not generally permitted 
in city building ordinances, although 
some notable exceptions had been made. 
New York allowed, in 1920, the erection 
of its first welded structure; Chicago 
permitted the construction of a shop- 


This 223-ft welded truss was 
shop-fabricated by the Duf- 
fin Iron Co. for the Chicago, 
Rock Island, & Pacific Rail- 
road coach repair building. 


welded parking garage in 1931. At 
present about one hundred larger cities 
have provisions in their codes for weld- 
ing. However, a number of large cities 
still require special permits, as for in- 
stance, Boston, Mass.; Dallas, Tex.; 
Los Angeles and San Francisco, Calif. 
Welding of steel buildings is approved 
by the U. S. Government and was 
usually required as a steel-conservation 
measure during the war. For the con- 
trol of welding in fabricating steel 
frame buildings the American Welding 
Society adopted and issued a code for 
Are and Gas Welding in Building Con- 
struction, which has just been revised 
and reissued.” This code deals with the 
welding process itself. The American 
Institute of Steel Construction has 
adopted Specifications for the Design, 
Fabrication and Erection of Structural 
Steel for Buildings." These specifica- 
tions accept the provisions of the AWS 
code. The quality of the structural steel 
and of welding electrodes is specified by 
reference to standards of the American 


7 Standard Code for Arc and Gas Welding in Building 
Construction, American Welding Society, New York, 
1946. 50c. 

8 American Institute of Steel Construction, New York 


Society for Testing Materials; the AWS 
code provides for allowable weld unit 
stresses equal to those allowed for the 
steel being welded. 


Worthwhile noting is the fact that suf- 
ficient experience has accumulated to 
permit both metal are and gas welding 
to be given prequalified status in the 
AWS code and AISC specifications, pro- 
vided the familiar procedures are ad- 
hered to. Certain types of joints are 
equally prequalified. Whenever such 
prequalified joints and processes are 
used, in view of the established record 
of satisfactory performance, no further 
evidence is required as to their perform- 
ance. The Code states, “. . . it is not 
presumed that these are the only pro- 
cedures that might be employed . . . 
When other procedures are proposed 
they are subject to qualifying tests...." 
These provisions greatly simplify the 
work of the designer, but on the other 
hand, of course, do not encourage the 
practicing engineer to look toward their 
adaptation, nor toward new develop- 
ments. One must admit that it is diffi- 
cult to avoid such clauses, and their pos- 
itive effect is probably important today. 


VV ELVING 


Architectural Expression of Welded 
Structures: Potentialities 


In light of present-day practice, code 
restrictions, and welding techniques, 
there is no doubt that the opportunity 
for full expression of welding’s char- 
acteristics is limited. The multistory 
frame building, the skyscraper, reflects 
only the basic characteristics of struc- 
tural steel—large spans, slender col- 
umns, etc. Although continuous girders, 
cantilevers, and the like (which, if prop- 
erly applied, will increase the struc- 
ture’s efficiency) are characteristic of 
welded structures, their advantages can 
also be obtained with riveting. Canti- 
levers do not necessarily result from 
welding. Over-all savings in steel do 
result in added lightness, but such re- 
ductions in dimensions may not be ap- 
preciable in a finished building whose 
framing is embedded in “fireproofing” or 
otherwise camouflaged. The airiness of 
the steel skeleton is usually lost in the 
finished skyscraper—and with it the in- 
genuity of the engineer. 


Exposed framing—rigid frames and 
other structural members—affords more 
opportunity to exploit welding’s charac- 
teristics. The simple appearance of the 
welded joint, in which only the essen- 
tials are apparent; the straightfor- 
wardness of column-girder connections; 
truss-member connections in which the 
heavy gusset plates of riveted construc- 
tion have no part—these characteristics 
can be emphasized and are safe to ex- 
pose, not only because they possess dis- 
tinctive qualities of form but also be- 
cause they are less susceptible to cor- 
rosion. 


The typically handicraft nature of the 
man-made weld, and even the less ir- 
regular automatically welded joint, re- 
flect the characteristics of the process 
just as the marks of the chisel are visi- 
ble in stonework. The typical forma- 
tions of the hardened melted metal are 
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as much visible as the grain on a piece 
of lumber. This irregularity is in 
strange contrast to the machine-like 
exactitude of the pieces joined, and to 
the complexity of welding equipment. 
Yet the irregular weld is minute in 
comparison to the large geometric 
shapes of the structural framework, 
which might indicate that such an ap- 
proach is an unnecessary refinement. 
I do not know of any technical-esthetic 
experiments of this kind, either in 
architecture or in the field of industrial 
design of smaller objects; but might 
not such an approach be profitable? 


The fact that welded steel structures 
have not yet found their individual 
forms of expression might be ascribed 
to these objective limitations. If this is 
the case it is not deplorable, nor does 
it need to be remedied. But the subject 
need not be so summarily dismissed; 
other structural technics than welding, 
and other industrial developments, have 
benefited from the technics and experi- 
ences of unrelated fields; an investiga- 
tion of the applications of welding in 
fields other than structural may be bene- 
ficial. Immediately the discussion is thus 
broadened there arise such possibilities 
as the use of other than are or gas 
welding technics, applications of struc- 
tural shapes specifically designed for 
welding, use of sheet metals, etc. 


Standard structural shapes have been 
developed especially for use in riveted 
steel buildings. Without going too far 
into this question, it is safe to assume 
that some shapes used in welded struc- 
tures should be different. As an ex- 
ample, the desirability of special shapes 
for chord members in. welded trusses 
can be cited. At the chord several mem- 
bers are joined, which requires a flat 
surface to accommodate a sufficient 
length of weld. At present this is 
usually accomplished in one of two 
ways: either a gusset plate is used, 
which means additional weight; or 
standard I-beams, split lengthwise along 


Photos show, left to right, welding an aircraft engine mount, welded airplane fuselage frame, relatively 
simple welded tubing joint—all vastly more complex rigid-frame design problems than are commonly 
met in building construction, all taking full advantage of the structural properties of tubular members 
(two photos at left, courtesy Lincoln Electric Co.; at right, Summerill Tubing Co., Div. of Columbia 
Steel & Shafting). 


the center of the web, which of course 
requires the additional cutting opera- 
tion. The special shape would be a Tee 
section with a web sufficiently long to 
accommodate the members to be con- 
nected. 


Whether such differences will be ex- 
pressed in new forms to such a degree 
as to merit architectural attention is 
difficult to predict; a noticeable differ- 
ence would seem unlikely since the form 
of the structural shape is governed to 
a great degree by requirements of the 
statically efficient cross-section. Then, 
too, there are manufacturing difficulties, 
some due to the nature of the material, 
others to the economics involved; but 
our economic history is one of produc- 
tion of the "impossible" when the de- 
mand has become urgent. 


An important exception to such a state- 
ment might be more widespread use of 
tubular shapes. The tube section is 
highly efficient in compression and offers 
equal resistance to bending in all direc- 
tions. Efficient connection of such ele- 
ments is possible only by welding. This 
fact was recognized in aircraft struc- 
tures, where most motor mounts consist 
of welded tubular members. The light- 
ness and rigidity of the motor mount 
suggests many possibilities for other 
structures. (Incidentally, analysis of 
these statically indeterminate structures 
is considerably more complex than the 
analysis of the even “so difficult" multi- 
story rigid frame.) 


In connection with special shapes, the 
use of metals other than steel should be 
considered, especially aluminum. Weld- 
ing of this metal has progressed rapidly 
in recent years, and its application to 
structures, even bridges, is now being 
explored. The different characteris- 
tics of the metal itself and its adaptabil- 
ity to extrusion, in conjunction with the 
special requirements of welding design 
and operation, might lead to structural 
shapes of quite different design than 
steel requires. 


The use of sheet steel is an equally 
stimulating subject for investigation. 
The design of stiffened thin sheet con- 
structions has also advanced during the 
war through the necessity of designing 
large, rigid aircraft structures. Al- 
though such structures, when built of 
aluminum, have usually been riveted, a 
comparable application of steel in va- 
rious forms suggests high-speed spot 
and seam welding. Sheet metals have 
already been employed architecturally— 
functionally and structurally—in some 
steel and aluminum prefab houses. Sheet 
metal in welded stiffened plates, or non- 
rigid shells, for larger constructions is 
only one step removed from existing 
small metal houses. 


Comparison with cylindrical or spheri- 
cal welded pressure-vessels, tanks, or 
containers suggests welded sheet metal 
as the ideal combination of material and 
process for an architecture which would 
exploit the potentialities of large un- 
broken curved surfaces. 


The road starting from the “column- 
girder” structure (which is basically 
one-dimensional) and leading through 
the two-dimensional rigid welded frame 
to the three-dimensionally conceived and 
designed welded sheet-metal structure, 
is certainly logical. Whether the pat- 
tern of development will traverse this 
straight road is unpredictable. For the 
immediate future it would seem desir- 
able to focus our attention on clean 
structural solution and honest expres- 
sion of the rigid welded frame. Devel- 
opment rarely follows cold logic. The 
structure combining the rigid frame 
vith special structural shapes, empha- 
sizing and exposing the texture of the 
arc weld, a product of the human hand, 
and contrasting it with the regularity 
of the automatically produced stitches 
of the spot weld on the three-dimension- 
ally-curved sheet-metal surface, may 
eventually emerge. It will certainly 
present a startling new architecture, a 
true expression of our mechanized and 
complex civilization. 
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Such structures as these spheroids demonstrate the possibility, not yet realized in building construction, 
of employing welded sheet metal structurally. The curved shape imparts rigidity to the sheets. 
Upper left, 12,500 bbl Hortonsphere; lower photo, 80,000 bb! Hortonspheroid, both in Texas oil 
fields (photos courtesy Lincoln Electric Co.). Upper right, an early "atom-smasher," of all-welded 
construction (photo courtesy Westinghouse Electric Corp.). 


3 
"Rigidizing," a process developed by the Rigid-Tex 
Corp., may be applied to any type of sheet metal in a 
variety of patterns, and in a wide range of sheet sizes. 
Buckling and waves in the sheet are minimized, 
some structural strength is imparted, and the product 
is easily combined with other structural and non- 
structural materials. Photos (courtesy Rigid-Tex 
Corp.) show, top, a rigidized sheet surfaced one or 
both sides with flat sheet material; note surface 
pattern of spot-welded assembly. Right, rigidized 
metal combined with structural decking and insula- 
tion, the whole forming a building unit suitable for 
walls, roofs, etc., and capable of becoming, when 
assembled by welding, an integral part of the structure. 
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Adjusting duct openings of the new Exhaust- System in operation: smoke and gases from 
Water Spray Fire Protective System. the roaring fire below, instead of entering the 
stairwell, are cooled and drawn out of the 
AUTOMATIC test building. 
FRESH AIR 


INTAKE 


EXHAUST 


FAN FIRE-PROTECTION SYSTEM 


Loss of life in the recent series of dis- 
astrous hotel fires has apparently been 
age due in great part to toxic smoke, com- 
bustion gases, and heat sweeping up 
flue-like stairwells and other openings 
to upper floors of buildings. An obvious 
| answer might seem to be completely en- 
DEER 1 closing such well-ways; in fact, some 
E building and fire codes now require this. 
But there is hot debate on the value of 
the enclosed shaft, which becomes, so 
some experts say, a perfect flue when a 
Larne lower-floor door is opened. With an en- 
closed stair, people seeking escape from 
fire would have to open a door to the 
shaft, and not only might a panic de- 
velop at the entrance, but also toxic 
gases would be admitted to the shaft. 


V 
SPRINKLERS 


Otis Elevator Company and Westing- 
house Electric Corporation, manufac- 


EUM 


T pc E turers of elevators and moving stair- 
=< ways (Westinghouse also makes venti- 

Elements of the Exhaust-Water Spray Fire lating equipment), and the Grinnell 
Protective System: sprinklers to curtain the well Company, Inc. fire-protection equip- 
with water; exhaust ducts and flue through ment manufacturers, have pooled their 
which combustion products are drawn by the facilities to devise a means of protect- 
roof fan; fresh air intake over the well. ing open wells against these two haz- 


Left: New Fiberglas acoustical board is so light it can be simply laid on the G. N. Thompson, National Bureau of Standards; Lt. M. C. Hope, U. S. Public 


System not operating: with exhaust fan shut off, 
smoke and gases begin to pour up the well. 


DEVELOPED JOINTLY BY OTIS, WESTINGHOUSE, GRINNELL 


ards. Illustrated at the left, the system 
they have jointly developed draws off 
the products of combustion and exhausts 
them to the roof through insulated 
ducts; at the same time, the open well 
is curtained off by a wall of water at 
whatever floors are necessary, and the 
exhaust suction draws fresh air down 
the shaft from an intake located directly 
above it. This reverses the natural flow 
of air, inhibiting the updraft or flue 
action which might otherwise spread 
poisonous smoke through the building. 


The system also operates automatically 
and instantaneously in several other 
ways. The sprinkler system applies 
water to the seat of the fire and to new 
areas to which fire may spread. The 
fire department is called and Escalators 
are stopped and made useful as emer- 
gency exists. If a flash-fire should de- 
velop, causing flames and gases to pene- 
trate the water curtain, a reserve set 
of high-velocity waterspray projectors 
comes into operation to seal the well 
against further penetration. In addi- 
tion, the system prevents the building 


flanges of lighting troffers to form the finished ceiling. Right: Uniform Health Service; H. L. Schaller, plumbing journeymen and apprentices’ repre- 
Plumbing Code under development. Observing trap action in transparent sentative; V. T. Manas, NHA. 


piping are (I. to r.) Henry Blank, National Association of Master Plumbers; 
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up of explosive pressures in the area 
where the fire starts; dissipates heat 
from the fire and cools the gases; shuts 
down the air conditioning system, pre- 
venting recirculation of fire gases and 
smoke; isolates the fire; and provides 
ventilation to assist firemen in entering 
the fire. area and fighting the fire. 


Any one or more of several available 
devices may be employed to operate the 
system. The opening of the first sprin- 
kler head near the fire may put the 
whole system into action, or it may be 
started by thermostats, photoelectric 
smoke detectors, or heat-sensitive rate- 
of-rise devices. These should be supple- 
mented by a manual push button for 
testing and for emergencies. 


None of the three companies who un- 
dertook to solve this problem plans to 
offer the system as a packaged unit. It 
is contemplated that installations will 
be made under the direction of consult- 
ing or designing engineers. The com- 
panies' engineers, however, will coop- 
erate with others in designing projected 
installations to insure their proper func- 
tioning. Essential performance charac- 
teristics will be made available so that 
applications can be individually de- 
signed to meet any given set of condi- 
tions. 


Convincing demonstrations of the new 
system have been made privately to such 
official and semi-official organizations 
as the National Board of Fire Under- 
writers, New York Board of Standards 
and Appeals, insurance company lab- 
oratories, National Fire Protection As- 
sociation, National Bureau of Stand- 
ards, and others. A public showing and 
series of demonstrations are being held. 
Tests have been made in a steel-framed, 
tar-paper-covered building at the Grin- 
nell laboratories, in which mock-up Es- 
calators were installed, one over an- 
other. Large pans of alcohol and other 
combustibles were set afire on the first 
floor around the well. Photos, left, above, 
show how well the system operated. 
Further information may be obtained 
from Grinnell Company, Providence 1, 
Rhode Island; from Otis Elevator Com- 
pany, 260 Eleventh Avenue, New York, 
New York; and from Westinghouse 
Electric Corporation, 40 Wall Street, 
New York, New York. 


THIS MONTH'S PRODUCTS 


AIR AND TEMPERATURE CONTROL 


Splend-Aire. Portable electric window venti- 
lator, supplies 12 air changes hourly. Fits 
windows—22" to 27", 24" to 31", and 27" to 
36" wide. Installation does not interfere with 
window operation. MetalTex Corp. 1600 
Junction Ave., Racine, Wis. 


Ject-O-Valve. А "straight-through" powered 
roof ventilator with a propeller fan to ex- 
haust heat, fumes, smoke, etc. through a 
divided top that opens and closes auto- 
matically. Made in five sizes. The Swartwout 
Co., Cleveland, Ohio. 


DOORS AND WINDOWS 


Hines Windows. A new window featuring 
removable panes for cleaning. Set in alumi- 
num and stainless steel frames with small 
mullions; affords 33% more ventilation as 
top and bottom panes open entire area. May 
be used individually or in tandem; simple to 
install in concrete, masonry, frame, or metal 
walls. Hines-Frederick Corp., Inc., 1026 17th 
St., N.W., Washington, D. C. 


Glidaway. Sliding door unit without rollers, 
designed for standard 4" walls, available for 
both single and double pocket openings. 
Frames also available in stock sizes to fit 
various door widths and heights; door oí 
any design may be adapted to a frame if not 
more than 1%” thick. U. S. Plywood Corp., 
55 W. 44th St., New York, ЇЧ. Y. 


ELECTRICAL EQUIPMENT AND LIGHTING 


Tulox Fluorescent Diffusers. Tulox tubing of 
Tenite extruded in transparent colors for 
diffusing fluorescent lighting. Installed by 
slipping tubes over standard fluorescent 
lamps. Extruded Plastics, Inc., Norwalk, Conn. 


Hinged-Glass Aristolite. Luminaire with 
hinged-glass diffusers that swing open, for 
ease of cleaning and relamping. Available 
in 2-, 3-, or 4-40 Watt sizes, can be mounted 
individually or in continuous rows. Edwin 
F. Guth .Co., 2615 Washington Ave. St. 
Louis, Mo. 


MATERIALS OF INSTALLATION 


Prolyt. An aluminum solder used to solder 
aluminum to aluminum without a flux or flux 
substitute. Resisted shearing after 250-hr 


salt spray corrosion test. Also showed excel- 
lent fusing and electrical properties. Alumi- 
num Solder Corp., 10 E. 52nd St., New York, 
N. Y. 


Chromedge Trims. Metal trims oí channel 
strip; also threshold weather strips. Channel 
strips available in three sizes for all standard 
gages of plate glass. Weather strips de- 
signed to fit door bottoms of any size or 
thickness. Are drilled and counter-sunk as- 
suring flush installations. Available in 32, 36, 
42, and 48” lengths. B & T Metals Co., 425 
W. Town St., Columbus 6, Ohio. 


NON-LOAD-BEARING STRUCTURES 


Welchboard. Plywood with a smooth, rela- 
tively hard, durable surface in the color oí 
the wood from which it is made but without 
grain pattern; suitable for outdoor or indoor 
use. Will be available to the public within 
the year. Douglas Fir Plywood Assn. Ta- 
coma 2, Wash. 


SPECIALIZED EQUIPMENT 


Tip Toe Iron. А lightweight electric automatic 
iron with a hinged sole plate at tip for iron- 
ing gathers, ruffles, pleats, etc., has its own 
castin tubular heating element. For regular 
ironing tip connects with rest of iron making 
a total of 29 sq. in. sole plate. Has a ten 
thousand cycle reversible cord. Yale & Towne 
Mfg. Co., Empire State Bldg. New York 1, 
N. Y. 


SURFACING MATERIALS 


Styron Tile, Thin, lightweight plastic wall 
tile in variety of colors. Said to be non- 
warping, non-checking; color is all the way 
through. Can be installed on new or old 
walls. Dow Chemical Co., Midland, Mich. 


Hardwood Flooring. Three-ply, cross-laminated 
hardwood flooring available 12" wide and 
in any length. Made in a continuous glue 
press from small-size, culltype hardwood 
logs. Best part is used as top layer, remainder 
as other two layers. Laminated Wood Prod- 
ucts Co., Knoxville, Tenn. 


TRAFFIC EQUIPMENT 


Lockstep. A permanent, fireproof, sectional 
steel stair unit of fourteen treads. Can be 
erected in about 90 minutes. The HomeOla 
Corp., 9 South Clinton St., Chicago 6, Ill. 


Left: Production of Welchboard, new plywood product of the West Coast Ply- 
wood Co. Waterproof exterior-grade plywood is surfaced with a layer of ground 
wood waste and resin binder to make it suitable for the finest of finishes. 
Right: Welded wood construction. А pair of motorized gates to an estate in 
Bel Air, Calif., designed by Paul Robinson Hunter, architect, are made of М” 


plywood bonded to a wood frame with waterproof glue (also used to assemble 
the grille); the entire assembly was cured with the high-frequency Woodwelder 
perfected by Jack Cunningham of the Short Wave Plastics Forming Co., Bur- 
bank, Calif. No nails were used. 


MANUFACTURERS' 
LITERATURE 


Editors’ Note: Items starred are particularly 
* noteworthy, due to immediate and widespread 

interest im their contents, to the conciseness 

and clarity with which information is pre- 
sented, to announcement of a new, important prod- 
uct, or to some other factor which makes them es- 
pecially valuable. 


Air and Temperature Control 


1-115. Open for Inspection (Bul. AE- 
247), Bell & Gossett Co. Reviewed June. 


1-116. Dravo Counterflo, AIA 30-C-43 
(Bul. 516), Dravo Corp. Reviewed June. 


1-118. Emerson-Electric Fans for 1947 
(Unit X5749), 26-p. illus. catalog on 
desk and ceiling fans, air circulators, 
exhaust and cooler fans. Design and con- 
struction specifications, dimensional de- 
tails of exhaust and ventilating fans 
accessories. Emerson-Electric Mfg. 
о. 


1-119. Night Cooling of Industrial Bwild- 
ings (Form 1404W), 4-р. illus. booklet 
on cooling plants at night by using self- 
cooled motor propeller fans to draw cool 
air in and exhaust foul air. To be in- 
stalled in windows, walls, skylights, etc. 
Пе Electric Ventilating Co. 


1-117. Radiant ‘Sun Warmth’ in Every 
Room (Form 3089), International 
Heater Co. (25 cents per copy—make 
check or money order payable to Inter- 
national Heater Co.) Reviewed June. 


1-120. Enjoy Better Living With Ra- 
diant Sunny Warmth, 21-p. illus. booklet 
on four applications of radiant heating 
for houses. Essentials of good heating, 
selection of heating system, and prin- 
ciples of radiant heat. Operating data 
and characteristics. Institute of Boiler 
and Radiator Mfrs. 


1-122. Tri-Flex Grilles and Reg- 

isters (Bul. 47TF), AIA 30-J, 

20-p. illus. catalog on 26 stand- 
ardized size grilles, double deflection 
units, and multi-shutter registers. De- 
tailed engineering data, and drawings. 
List prices. Tuttle & Bailey, Inc. 


1-114. Automatic Control, White-Rodg- 
ers Electric Co. Reviewed June. 


Doors and Windows 


4-93. How To Make The Most of Your 
Cellar, The Bileo Co. Reviewed June. 


4-88. Prestomatic Industrial Doors, 
Clark Door Co., Inc. Reviewed June. 


4-95. Aluminum Windows of Alcoa 
Aluminum, 6-p. illus. booklet on alumi- 
num double hung and picture windows 
in stock sizes; four different muntin 
arrangements. Full-sized details, in- 
stallation data, and specifications. Cup- 
ples Products Corp. 


4-96. Something New in Windows, 
* 6-p. illus. folder on a window 

featuring removable panes set in 
aluminum and stainless steel frames 
with small mullions. Top and bottom 
panels open entire areas providing 33% 
more ventilation. Details for installing 
in concrete, masonry, frame or metal 
walls. Hines-Frederick Corp., Inc. 


4-94. Space-Saver Kennatrack for In- 
terior Sliding Doors, Jay G. McKenna, 
Inc. Reviewed June. 


Electrical Equipment and Lighting 


5-73 The Story of Certified Ballasts, 
Certified Ballast Mfrs. Reviewed June. 
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5-14. Processing Cold-Cathode Fluor- 
escent Tubes, Fluorescent Lighting 
Assn. Reviewed June. 


5-75. Number “44”-A Catalog, AIA 31- 
F-28, 2-1-47, Edwin F. Guth Co. Re- 
viewed June. 


5-80. Leader Modern Lighting, 36-p. 
illus. folder on line of fluorescent lumin- 
aires for commercial or industrial use. 
Can be mounted individually or in 
continuous rows, suspended or direct on 
ceiling. Installation details, specifica- 
tions, price list. Leader Electric Mfg. 
Corp. 


5-81. A Miracle of Light (Form 107), 
4-p. illus. folder on fluorescent lamps, 
describing the four shades of fluorescent 
light available and recommending use 
for proper balance for display and in- 
terior store illumination. Lustra Corp. 
of America. 


Four booklets from Stromberg-Carlson. 
Reviewed June: 


5-76. Sound Systems for Churches. 
5-77. Sound Systems for Hospitals. 
5-78. Sound Systems for Industrial 
Plants. 

5-79. Sound Equipment for Schools. 


5-82. A Reference Manual on 
ES Electric Home Appliances, Re- 

ference Handbook No. 1, 1946 
Edition, 36-p. illus. booklet on the se- 
lection, operating, care, and use of elec- 
trical appliances; principles of planning 
a modern kitchen and laundry, and es- 
sentials of modern wiring, including a 
layout of control centers, feeders, and 
circuits for a house. Westinghouse Elec- 
trie Corp. 


Two booklets on efficiently planning a 
complete modern electric wiring system 
for a farm in accordance with National 
Electrical Code. Wiring design for in- 
teriors and exteriors of farm houses and 
farm buildings. Westinghouse Electric 
Corp.: 

5-83. Farmstead Wiring (B-3874), (25 
cents per copy—make check or money 
order payable to Westinghouse Electric 
Corp.) 

5-84. Putting Electricity to Work On 
Your Farm (B-3524). 


Finishers and Protectors 


Two booklets from Pittsburgh Plate 
Glass Co. Reviewed June: 


6-94. Pittsburgh Color Dynamics for 
The Home. 


6-95. Pittsburgh Color Dynamics in 
Industry. 


6-97. Prufcoat Protective Coatings, 4-p. 
illus. booklet on a protective coating 
against corrosion from weather, acid, 
water, etc. Can be applied by brush or 
spray to masonry, metal, or wood. Ap- 
plication directions. Prufcoat Labora- 
tories, Inc. 


6-96. Hydrocide Colorless (BP-3007), 
L. Sonneborn Sons, Inc. Reviewed June. 


6-98. Tamms Agraseal, 4-p. illus. folder 
(3%x6%) on a new waterproof brush 
coating for exterior or interior appli- 
cation to cinder blocks, lightweight 
aggregate, and concrete blocks. Appli- 
eation and mixing data; advantages, 
colors available. Tamms Silica Co. 


Insulation (Thermal, Acoustic) 


9-67. Acoustical Units and Plaster, 8-p. 
illus. booklet on a plastic thermal in- 
sulation material and acoustical plaster 
and units, for use in residential, com- 


mercial, or industrial buildings. Appli- 
cation specifications, structural details. 
American Acoustics, Inc. 


9-66. Armstrong's Industrial Insula- 
tions, Armstrong Cork Co. Reviewed 
June. 


9-68. Building Insulation (A-129), 7-р. 
illus. booklet on pneumatically applied 
mineral wool building insulation for 
residential and commercial buildings. 
Installation data. General and appli- 
cation specifications. The Eagle-Picher 
Co., Insulation Div. 


Load-Bearing Structures 


12-116. Facts You Should Know About 
Prefabricated Houses, 10-p. illus. book- 
let (524 x 10) providing a brief summary 
of available information on prefab 
houses to aid consumers in considering 
their choice of a house. A check list on 
selection of a prefab house. Better Bus- 
iness Bureau, Educational Div. 


12-112. Glued Prefabricated Houses, 
Casein Co. of America, Div. of The 
Borden Co. Reviewed June. 


12-113. Some Facts About Mankato 
Stone, T. R. Coughlan Co. Reviewed 
June. 


Two booklets on steel floor, wall and 
slab forms for concrete construction. 
Forms are light-weight, need no joists 
or nails, are easily stripped and moved. 
Said to cut construction costs; can be 
bought or rented. Typical layouts, erec- 
tion data. Irvington Form & Tank 
Corp.: 

12-117. Atlas Labor Saving Speed Floor 
Forms. 

12-118. Atlas Labor Saving Speed 
Forms for Walls and Slabs. 


12-114. Production Line Structures, Pro- 
duction Line Structures, Inc. Reviewed 
June. 


12-119. Rigidized Metals (Bul. 
* 447 ), 12-p. illus. booklet explain- 
ing a process that redistributes metal 
throughout sheets of stainless steel, 
aluminum, copper, brass, etc, thus 
strengthening, rigidizing, and producing 
a textured pattern on the metal. Use 
eliminates *waving," etc. Designs and 
uses of Rigidized metals. Rigid-Tex 
Corp. 


12-120. Rilco Glued Laminated Wood 
Arches, AIA 19-B-3, 1-р. illus. booklet 
on the construction and use of glued 
laminated wood structural framing 
members, arches, trusses, and beams. 
Details and dimensions, specifications. 
Rilco Laminated Products, Inc. 


12-115. Building Code Requirements for 
New Dwelling Construction (BMS-107, 
supersedes BMS-88), Jan. 1, 1947. U. S. 
Dept. of Commerce, National Bureau 
of Standards. (20 cents per copy; make 
check or money order payable to Supt. 
of Documents.) Reviewed June. 


Materials of Installation 


13-53. The Use of Radio Frequency 
Heating for Gluing Wood (Tech. Bul. 
106), Casein Co. of America, Div. of 
The Borden Co. Reviewed June. 


13-54. Lignotite Casein Glues, No. 1034 
and No. 4156, Paisley Products, Inc. 
Reviewed June. 


13-55. Spartan Adhesives, 4-p. illus. 
booklet on four types of glues for set- 
ting floor, wall, and acoustical tile, 
plastics, and veneers. Directions for 
use. Sparta Ceramic Co. 


Non-Load Bearing Structures 


14-27. Gunite Buildings, Johnson Wes- 
tern Co. Reviewed June. 


14-34. Insulux Glass Block, AIA 10-F, 
1947 Catalog, 2'i-p. illus. booklet on use 
of glass block in residential, commercial, 
and industrial use. Can be set in mortar 
or wood, available in three standard 
modular sizes. Construction details, 
specifications, technical data. Owens- 
Illinois Glass Co., Insulux Products Div. 


14-35. Glass Blocks (G-41171), 2'i-p 
illus. booklet on the use of glass blocks 
in commercial and industrial buildings. 
Sizes and shapes available, technical 
data, installation details, closed spec- 
ifications. Pittsburgh Corning Corp. 


14-36. Rambusch Block de Cor, 4-p. 
illus. booklet on decorated glass blocks. 
Designs and color in any pattern is 
applied to standard glass bricks. Said 
not to fade, can be washed, light is 
transmitted, colored and diffused. Ram- 
busch Craftsmen. 


Two books from Reynolds Metals Co., 
Inc. ($2.00 for both sections—make 
check or money order payable to Rey- 
nolds Metals Co., Inc.) Reviewed June. 
14-31. Finishes for Aluminum, Section I. 
14-32. Finishes for Aluminwm, Section 
I. 


14-37. Q-Panels, AIA 13-1 (Q- 

22), 10-p. illus. booklet on the use 

of prefab Q-panels for modern, 
insulated sidewall construction for use 
in industrial buildings. Available in 
Galbestos, aluminum, stainless steel, 
galvanized and black steel. Technical 
data, structural details. H. H. Robertson 
Co. 


14-33. The Vermont Marble Front, AIA 
8-B-1 (Producers! Council Bul. 50), 
Vermont Marble Co. Reviewed June. 


Sanitary Equipment, Water Supply & Drainage 


19-122. B. J. Hydropress Pump (Bul. 
46-600C), Byron Jackson Co. Reviewed 
June. 


19-123. Delany Flush Valves, Coyne & 
Delany Co. Reviewed June. 


19-112. The Modern Automatic Electric 
Water Heater, Electric Water Heater 
Section, National Electric Mfrs. Assn. 
Reviewed June. 


19-124. Powers Water Temperature 
Control (Cat. 3035), Powers Regulator 
Co. Reviewed June. 


19-132. Prefabricated Insulated 

Pipe Units (Form 4626), 14-p. 

illus. pamphlet of specifications 
for underground steam and hot water 
distribution piping with prefab pipe 
conduit. Tables and dimensions for one 
or more conduits in a trench, details and 
dimension charts for loop expansion and 
maximum conduit capacities of wrought 
iron and steel pipe sizes. The Ric-Wil Co. 


19-133. Toilet Compartments and Toilet 
Room Environments (Cat. 85, 1947 
Edition), AIA 35-11-6, 18-p. illus. cata- 
log on latest structural and design im- 
provements of toilet compartments, 
shower stalls, cabinets, and wainscoting. 
Construction and installation details, 
specifications. Sanymetal Products Co., 
Inc. 


19-125. Sperzel Sanitary Toilet Seats, 
Sperzel Co. Reviewed June. 
19-134. Sizing the Job in Electric Water 


Heater Sales, 6-p. illus. pamphlet on 
selecting proper sizes of hot water 


POSITION 


FIRM 


CITY- 


heating equipment for residences. Se- 
lection tables, construction details, spec- 
ifications. D. W. Whitehead. 


19-135. Zurn Walls Closet Fittings Sup- 
plement No. 46-3, AIA 29C, 10-p. illus. 
booklet on four types of wall fittings. 
Typical layouts, diagrams, dimensions, 
and specifications. J. A. Zurn Mfg. Co., 
Plumbing Div. 


Specialized Equipment 


19-126. Architects Handbook, AIA 35-D, 
Bendix Home Appliances, Inc. ($2.00 
per copy—make check or money order 
payable to Bendix Home Appliances, 
Inc.) Reviewed June. 


19-137. Rex-Weld, 4-р. illus. folder on 
flexible bronze gas range connections 
that allow ranges to be moved close to 
wall; painting and cleaning can be done 
without disconnecting gas. Installation 
data, specifications. Chicago Metal Hose 
Corp. 


19-115. Elkay Lustertone Cabinet Sinks, 
Elkay Mfg. Co. Reviewed June. 


19-127. Gemaco Freezer (F-47-1), Gen- 
eral Machine Co. Reviewed June. 


19-128. Portable Tile Saw (Model CR), 
Hyatt Lapidary Equipment Co. Re- 
viewed June. 


19-138. Kaiser Dishwasher, folder on 
operating characteristics of the Kaiser 
Dishwasher which employs the “уеп- 
turi-jet-propelled" principle, multiply- 
ing the hot water pressure to four times 
natural force as it sprays the china 
and whirls dishbasket. Kaiser Fleet- 
wings, Inc. 

19-139. Youngstown Kitchens, AIA 35- 
C-1, 6-p. illus. booklet on arranging wall, 
base, and sink cabinets for efficient 
kitchen plans. Typical layouts, dimen- 
sional details, and specifications. Mullins 
Mfg. Corp. 


Surfacing Materials 


19-129. Built-Up Roofs Built Cold, 
Flintkote Co., Building Materials Div. 
Reviewed June. 


19-140. Marlite for Interiors, 8-p. illus. 
booklet on factory-finished wall and 
ceiling panels of Masonite tempered 
Presdwood base with a hard flexible 
plastic surface. Installation details, gen- 
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eral specifications, color chips and pat- 
terns available. Marsh Wall Products, 
Inc. 


19-141. What You Should Know 

About Modern Lathing and Plas- 

tering, 15-p. illus. pamphlet by 
Erwin M. Lurie on modern lathing and 
plastering of walls in houses. Discusses 
the advantages of plastered walls— 
cleanliness, decorating possibilities, fire- 
resistance, etc., points of plastering at 
building site, and painting suggestions. 
National Foundation for Lathing and 
Plastering, Inc. 


19-142. Vitrolite Glass Facing (V-126), 
10-p. illus. booklet on Vitrolite—opaque 
structural glass 11/32" or more in thick- 
ness for use on walls, storefronts, and 
other vertical or horizontal areas. Col- 
ors, thickness, and finishes available. 
Installation data. Also Glastone, a glass- 
faced lightweight masonry unit. Libbey- 
Owens-Ford Glass Co. 


19-130. Concrete Floors Designed for 
Comfort, Research Study 13, John B. 
Pierce Foundation. (35 cents per copy— 
make check or money order payable to 
са B. Pierce Foundation.) Reviewed 
une. 


19-131. Plasteel Roofing ата Siding, 
Ud Steel Products. Reviewed 
une. 


14-37. Q-Panels, AIA 13-1, (Q- 
Ж 22), Н. Н. Robertson Co. (See No. 

14-37 under *"Non-Load Bearing 
Structures.") 


Traffic Equipment 


20-40. Electravator, 4-p. illus. brochure 
on modern electric dumbwaiters for use 
in commercial and industrial installa- 
tions. Powered by 1 hp 1750 rpm motor 
providing a lift speed of 35 ft per min. 
Installation and operating data, specifi- 
cations. Electravator Corp. 


20-41. Lamson Conveyors (Form 746), 
4-p. illus. booklet on conveyor systems 
for use in industrial buildings. Brief 
operating and dimensional data. Lamson 
Corp. 


20-38. Montgomery Hydraulic Elevators, 
Montgomery Elevator Co. Reviewed 
une. 


20-39. Otis Escalators, Otis Elevator Co. 
Reviewed June. 
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REVIEWS 


FROM THE TECHNICAL PRESS 


FROM OTHER PUBLICATIONS 


Noise and the New Planning. Hope 
Bagenol. Paper read at a meeting 
of the R.I.B.A. Architectural Science 
Board. Journal of the Royal Institute 
of British Architects, 66 Portland Place, 
London W. 1, England. Mar. 1947. 


The author gives a picture of the prob- 
lem of noise reduction as it exists now. 
A subject that “creates its own myths," 
its importance is generally either over- 
estimated or underestimated but not 
generally understood. The major risk 
likely to be run in new planning is the 
introduction of loud noise sources into 
a relatively quiet background. 


“Background noise" is illustrated by 
three empirical “acoustic climates’: 
(1) urban, having sustained traffic 
noise; (2) quiet rural or suburban, 
exposed to aircraft noise; (3) indus- 
trial, having traffic plus factory noise. 
A loud, familiar, nonirritating back- 
ground may be a blessing in disguise, 
cutting out a great deal of intruding 
noise which would otherwise be a nui- 
sance. In architectural practice a com- 
paratively lightweight partition will 
serve in city offices and will not do at 
all in the home. In town planning the 
noise menace is noise which is intrusive 
relative to the background. In regional 
planning the aim is to alter the back- 
ground. 


An assessment is made of noise nuisance 
from various sources in defense not only 
of loudness but also of frequency or ir- 
regularity and pitch make-up. Sugges- 
tions for planning include consideration 
of zoning distances of housing from 
main traffic arteries, railroads, etc., 
city super-blocks with offices and work- 
rooms planned away from the surround- 
ing streets, etc. Again the British 
architects are tackling a problem broad- 
ly and telling each other about it. 


Housing: Planning for Amenity. Ed- 
ward Armstrong. Journal of the Royal 
Institute of British Architects, 66 Port- 
land Place, London W. 1, England. 
Mar. 1947. 


This paper enumerates the various con- 
siderations that arise in planning urban 
dwellings under the British Housing 
Acts; discusses variations in plan forms 
resulting from considerations of orien- 
tation, methods of heating, use of eleva- 
tors, etc.; refers to questions of refuse 
disposal and clothes washing, provisions 
of clubrooms, workshops, etc.; and sug- 
gests some solutions. 


Separate space heating of apartments 
still predominates, with separate hot 
water systems for each apartment a 
general practice. However, the need 
for stringent economy in fuel is rapidly 
bringing about the use of central heat- 
ing. 
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The author is not too enthusiastic 
about the changes in plan type which 
will be brought about by subsidized 
lifts. The greater number of apart- 
ments per lift will be poorer apart- 
ments than “the twin-flat type with its 
acknowledged superior virtues” of sun- 
light, through ventilation, and com- 
parative privacy. 


The British are tackling their housing 
problem seriously and this report and 
subsequent discussion give a good over- 
all view of housing in urban areas in 
England. 


HEATING 


Panel and Radiant Heating Forum. Re- 
ported as part of the Proceedings of 
the 53rd Annual Meeting of the Ameri- 
can Society of Heating and Ventilating 
Engineers. Heating, Piping and Air 
Conditioning, 6 N. Michigan Ave., Chi- 
cago 2, Ill. Apr. 1947. 


This is the report of a session called 
“to bring out useful information and to 
clarify Society (ASHVE) thinking on 
the subject of panel and radiant heat- 
ing.” To the interested architect it 
gives a lively “inside” look at this fas- 
cinating development. 


The distinction is not too finely drawn, 
but in panel heating both radiation and 
convection are taken into account, while 
in radiant heating only the heat radi- 
ated from panels is effective. Yet the 
term radiant heating is frequently used 
to include both. The British term is 
panel-warming. 


The engineers were concerned with 
temperatures of floor and ceiling panels, 
controls and time lag, fuel economy 
(there isn’t any except with high ceil- 
ings), etc. They left their technical 
lingo in the office so any layman can 
read this report with pleasure. 


The Solar House. F. W. Hutchinson. 
Heating and Ventilating, 148 Lafayette 
St., New York 13, №. Y. Mar. 1947. 


Similar houses, differing only in window 
area, were studied together in terms 
of economy of heating. In mild weather 
the “solar” house showed a saving, in 
severe weather a loss. Final data for 
the entire season have not been reported 
and it was not then possible to predict 
which will have the least seasonal heat- 
ing cost. (See also PROGRESSIVE ARCHI- 
TECTURE, May 1947.) 


Temperature Distribution in a Test Bun- 
galow with Various Heating Devices. 
Building Materials and Structures Re- 
port, BMS108. U. S. Department of 
Commerce, National Bureau of Stand- 
ards, 14 pp., illus., 8%” x 11”, tables. 
Available from Superintendent of Docu- 
ments, Washington, D. C. 10 cents 


This report (which was reprinted in 
the February and March issues of 
Heating and Ventilating) gives thor- 
ough data on air temperatures at 
various levels in the various rooms of 
a four-room bungalow built to test tem- 
perature distribution obtainable from 
various types of heaters. No cost data 
are reported, so the uniformity of tem- 
peratures obtained by some systems 
cannot be evaluated intelligently. There 
are no conclusions drawn from the 
results and it is exasperating to try to 
dig sense out of the various tables. 
Perhaps later reports will combine with 
this one into something useful. 


MANUALS, PAMPHLETS 


Daylight in School Classrooms. Hugh 
Paul. Owens-Illinois Glass Co., Ohio 
Building, Toledo 1, Ohio. 72 pp., 8%” 
x 11", diagrams, tables, index. Free 


This study is based on data from a 
special lighting laboratory set up at the 
University of Michigan. Starting with 
examination of existing methods of 
daylight transmission, distribution, and 
measurement, the study proceeds to 
examine all-over interior illumination 
under various outdoor light conditions. 
The goal of full daylight utilization 
with low brightness contrast seems to 
have been met with the use of prismatic 
block in the upper portion of the window 
wall. 


The bulk of this publication is concerned 
with the results of an installation of 
Owens-Illinois No. 351 (prismatic) 
blocks above a strip of clear windows. 
Detailed performance data and a simple 
formula and tables are given for calcu- 
lating task brightness in any part of a 
sample classroom for any hour and any 
sky condition for various orientations 
and for any latitude in the United 
States. The same data could be used 
equally well for an office or workroom. 
This book (or inflated booklet) seems a 
rather large handling for just one 
somewhat limited solution of the day- 
lighting problem. The solution, by the 
way, is not as recent as the author 
intimates (10 years). Prismatic glaz- 
ing for throwing daylight into deep 
stores was on the market at least 35 
years ago. 

The presentation of material in this 


study is a beautiful job of graphics 
making it a pleasure to work with. 


Grid Lines. Published Monthly by Mod- 
ular Service Assn., 110 Arlington St., 
Boston 16, Mass. 8 pp., 8%” x 11", illus. 
Requests accepted for placement on the 
mailing list. 


(Continued on page 90) 


COPPER and 
COMMON SENSE 


QUESTION: What is the best way to determine locations of 
expansion joints in sheet copper construction? 


ANSWER: 


CHART which makes it easy for you to determine 

the correct gauge copper for any gutter lining 

as well as the maximum distance that may safely be 

used between an expansion joint and a fixed point is 

one of the important results of Revere's extensive 

sheet copper research program. This chart and simple 

instructions for using itare on pages 28-29 in Revere's 
96-page manual of sheet copper construction.* 

'This booklet is filled with new facts which enable 
you to design or install gutter linings, flashings and 
roofs that give extra years of service. It is complete 
with charts, illustrations and detailed information so 
arranged that you can read and apply final figures 
that insure the finest sheet copper construction. 

This book has been widely distributed to archi- 


*'Researcb Solves Problems of Stress Failures in Sheet 
Copper Construction.”’ 


Use the chart on page 28 in Revere’s Manual of 
Sheet Copper Construction* 


tects and sheet metal contractors, and in all prob- 
ability it is in your office files. Be sure to refer to it. 
If you do not have a copy, write for one now on your 
office letterhead. 

For further information or assistance with the 
design or installation of sheet copper, the Revere 
Technical Advisory Service, Architectural, will be 
glad to help you. 


REVERE 


COPPER AND BRASS INCORPORATED 


Founded by Paul Revere in 1801 
230 Park Avenue, New York 17, New York 


Mills: Baltimore, Md.; Chicago, Ill; Detroit, Mich.; 
. New Bedford, Mass.; Rome, М. Y. 
Sales Offices in Principal Cities, Distributors Everywhere. 


Servel All- Year Gas Air 


Conditioning makes possible 


new high in year-round comfort 


8| is INSURE maximum physical and psychological 
comfort in America's first all-sealed house, Howard 
M. Sloan and his architect, David S. Barrow, used solar 
heating and Servel All- Year Gas Air Conditioning. This 
unique combination not only provided a “new quality 


Reprinted from House & Garden of living" the year round; it also made possible more 
Servel-conditioned air emerges from this specially efficient and economical design and construction. 
designed grille below living room windows to 'The Sloan house uses the entire floor area as a radi- 


form a solid curtain between pane and room. 


Air returns to the Servel All-Year Gas Air Condi- Heart of the solar-radiant heated Sloan house is the Servel 
tioning unit are conveniently placed in the attic. Conditioner. At right is Servel Ball-Type Gas Water Heater. 
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in first all-sealed house 


ant heating panel. Six separate ducts bring air from the 
Servel Conditioner to six plenum chambers under the 
various rooms. Openings under windows allow condi- 
tioned air to circulate from bottom to top of glass areas. 
It returns through openings in the ceilings. Outside air 
for ventilation is taken through unit, where it is cleaned 
and conditioned before being delivered to rooms. 
'The air supply ducts for the six zones in the house 
are equipped with splitter dampers where air leaves the 
Servel All- Year Gas Air Conditioner. Thus the flow of 
air to zones can be adjusted to provide the most desir- 
able year-round temperatures in each room. What's 
more, distribution of heat generated by the sun is as- 
sured by the fan operating continuously in the Servel 
unit. In this way all rooms are kept at uniform ideal 
temperature and humidity, in winter as in summer. 
Comprehensive tests on typical days show that there 
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The Servel All-Year Gas Air Conditioner is already operating 
successfully in hundreds of installations from coast to coast. Some 
have been running for more than seven years. The equipment is 


tried, tested . . . and approved by users everywhere. 
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is almost no stratification of air in the rooms. Findings 
reveal a maximum variation of one degree between floor 
and ceiling levels. And there is no overshooting of tem- 
peratures during normal heating operations. 

In addition, the use of fixed windows eliminates win- 
dow screens, window hardware, weather stripping as 
well as the need for a screen porch. Mr. Sloan states 
that “the economies in design and construction made 
possible by the Servel All- Year Gas Air Conditioner 
actually made it cost little, if any, more than an ordi- 
nary heating system!" 

The Sloan house is a striking example of how Servel 
All-Year Gas Air Conditioning can help you design 
greater comfort and livability into any home— without 
appreciably increasing the cost. Get all the facts from 
your local Gas Company. Or write today to Servel, Inc., 
4707 Morton Avenue, Evansville 20, Indiana. 
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Beginning with the April number this 
cireular is being distributed to archi- 
tects and the building industry to fur- 
ther the American Standards Associa- 
tion project A62. It is published with 
the cooperation of the Department of 
Commerce. Continuing development of 
modular products will be reprinted and 
modular details used in actual con- 
struction projects will be reproduced. 


This monthly bulletin promises to be a 
most effective means of spreading the 
gospel of modular coordination. It will 
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FREEDOM FROM 
NEEDLESS DRAFTS 


certainly be the best means of keeping 
architects and builders informed as to 
the continuing development of modular 
products. 


The first issues are attractive and rich 
in information. 


Prefabricators and Prefabricating Sys- 
tems. The Housing Institute, Inc., 350 
Fifth Ave., New York, N. Y., 1947. 
25 pp., 6" x 9". $1.00 


A listing of a hundred or more com- 
panies throughout the country which are 
supplying prefabricated material or 
complete houses, with a brief descrip- 
tion of each company’s contribution. 
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BOOKS 


PLANNING FOR HUMANITY 


COMMUNITAS: Means of Livelihood 
and Ways of Life. Percival and Paul 
Goodman. University of Chicago Press, 
5750 Ellis St., Chicago, Ill., 1947. 141 
pp., illus. $6.00 


Most books on city planning seem to con- 
sider a plan as an autonomous, almost 
unconditioned fact existing in a human 
vacuum. They aim at efficiency without 
asking “efficiency for what?" or at 
amenity without defining amenity in 
life terms. Communitas is a superb anti- 
dote to such thinking, for its authors 
have seen, as Geddes and Mumford have 
seen, that, since life quality is the 
end in view, all plans—architectural, 
municipal, or regional—must be criti- 
cized according to the kind of human 
lives they will engender. 


Such a book can be no mere analysis of 
the mechanies of building or transpor- 
tation or land subdivision, for it must 
cut relentlessly through means to ends. 
Since it is the quality of human living 
that is at stake, planning is necessarily 
as political and ethical an activity as 
voting or education, and any basic po- 
litical and ethical decisions will con- 
versely determine city and building 
forms. The Goodmans have given this 
general theory exciting and definite 
form. 


On this basis they criticize many exist- 
ing plans, both practical (that is, merely 
ameliorative, merely crystallizing still 
further present evil trends) and imprac- 
tical (that is, working out certain ideals 
to their logical conclusions). They start 
with the basic assumption that we are 
in a surplus economy and that this fact 
gives us an opportunity to change; it 
makes society plastic. And they seize 
upon the relation of industrial produc- 
tion to human lives as the most impor- 
tant unsolved question of the day. They 
show how Le Corbusier's Ville Radieuse 
brilliantly diagrams a world of high 
capitalism; how suburbanism and the 
garden suburb alike are dependent on 
the basic concept that factory work is 
intolerable though necessary (something 
to flee from in loathing); how Buck- 
minster Fuller’s daringly consistent 
utopia ends up in a concept of isolated, 
unsocial individuals making more and 
more things for no true social use. 
Similarly they assay the Moscow Plan, 
the Collective Farm system of Russia, 
the Kvutzahs of Palestine, and the TVA. 
Only in the last three is there apparent 
that true inventiveness, that careful 
subordination of means to an ideal of 
more creative individual living, which 
alone can better the lives of men. 


But this historical and critical back- 
ground serves only as the preface to 
the most exciting portion of the book— 
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the attempt to define the kind of plan 
which would result from the intelligent 
adaptation of basic economic and ethical 
systems to the aims of fuller human 
living. The authors show three such 
schemes, based on three concepts: one, 
the development of “Efficient Consump- 
tion," based on mass production and 
distribution; the second, “The Elimina- 
tion of the Difference between Produc- 
tion and Consumption" (that is, the 
humanization of production itself); and 
the third, “Planned Security with Mini- 
mum Regulation." In all the aim has 


been to minimize nonproductive work, 
and all of them aim at a basic efficiency 
in the relation of production and “satis- 
faction.” They differ in their concept 
of wherein satisfaction lies. 


The first is the world of things, of 
goods, of the department store gigantic, 
of the most rapid and even wasteful 
consumption. It is naturally a world of 
concentration, of extraordinarily cen- 
tralized great cities, where all the work 
is done in one circular building 20 
stories high and a mile in diameter, 
and people live in standardized apart- 
ments around communal gardened areas. 


It is a world of speed and spending, 


with mass amusements, mass education, 
and mass advertising to establish mass 
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immediate, clear, sharp, black and 
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rheostat speed control. New Alzak 
aluminum reflector increases expo- 
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Directo Developer, and Combina- 
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fashions and the mass mind. The indi- 
vidual exists for consumption; his value 
is as consumer only. 


The second world is based on the ideal 
that satisfaction lies in other matters 
than things; that work itself becomes 
a satisfaction when the worker knows, 
plans, and, at least to some extent, con- 
trols his products; that work and leisure 
and family life can be a unit. It is a 
world of human scale; of small plants 
incorporated closely with housing; of 
cooperatives; of small city squares that 
are surrounded by factory, church, com- 
munity hall, and recreation facilities— 
squares that are symbols of the oneness 
of an integrated life. And it is a world 
in which. country and city, agriculture 
and industry, and cultural activities are 
functionally as well as physically re- 
lated. 


The third scheme is based on direct, 
rather than indirect, security insurance 
—that is, on the idea that each individual 
should be guaranteed minimum security 
by minimum hours of work in factories 
producing the minimum material— min- 
imum shelters, standardized food prod- 
ucts, and clothing. Everything else is 
left completely free for such develop- 
ment and exploitation as the society and 
the individual may decide upon. Thus no 
one starves, and the ambitious man can 
become rich, and the man who wishes to 
use his time for art or learning or con- 
templation can still do so, and neither 
starve nor be dependent on the vagaries 
of a patron. Yet in the minimum areas 
the effect is bound to be drab and even 
brutal; one wonders if crime would not 
flourish there, fed on boredom and frus- 
tration and "leisure". . .. 


Communitas is not always easy reading; 
it is too packed with profound and 
pregnant ideas to be absorbed in one 
hurried conning. It is tightly written, 
but occasionally elliptical—where а 
phrase, innocent enough at first ac- 
quaintance, suddenly flowers with sug- 
gestion for further thought. It is bitterly 
eritical of the thoughtless emotions 
generally current as ideals today, but 
its real savagery is often veiled in the 
simplest of statements. It is therefore 
a book to read at least twice, and then 
to ponder over. 


There is one serious criticism to be 
made—the authors’ apparent misunder- 
standing of the ideals both of the “gar- 
den city" and of the “satellite town." 
Neither was conceived as a mere dormi- 
tory suburb. The entire concept of the 
garden city depends on integrating in- 
dustry, agriculture, and residence, and 
both Letchworth and Welwyn were de- 
signed to be self-supported by means of 
local industries. It was only an accident 
of the monstrous growth of London that 
Welwyn, despite its flourishing indus- 
tries, became also a dormitory suburb. 
And the new satellite towns proposed 
by the present British Government are 
similarly supposed to be complete with 
their own means of livelihood, though 
with close business and administrative 
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For further information, write the Atlas White Bureau, 
Universal Atlas Cement Company, (United States Steel Cor- 
poration Subsidiary), Chrysler Building, New York 17, N. Y. 


~ 


$4 PROGRESSIVE ARCHITECTURE 


(Continued from page 92) 


ties to a central metropolis. This misun- 
derstanding, however, does not seriously 
hamper the main argument of the book. 


The text is illustrated with line draw- 
ings of great brilliance. We may or 
may not like the particular types of 
design chosen to embody the schemes 
shown, but as illustrations of schematic 
ideas they are compelling. And all the 
illustrations—some of them whimsical, 
some of them approaching the surrealist 
—are tightly combined with the text. 
They are modern in the best sense of 
the word, economical, sharply pointed. 
Their creator has been aware of both 
Picasso and of Le Corbusier, but he has 
parroted neither. The whole forms a 
single, individual work of art in form 
as in content, and like all valuable works 
of art demands the reader’s attention 
and cooperation. But, once this is given, 
the reader is bound to carry away new 
and valuable attitudes and thoughts on 
planning, on politics, on the ends of 
living, for this is a profound and search- 
ing book. It should be a “must” for 
planners, architects, sociologists, and all 
those interested in the future of Western 
culture. 

TALBOT HAMLIN 


BEFORE THE PRESENT 


The Story of Architecture in Mexico. 
Trent Elwood Sanford. W. W. Norton & 
Co., Inc., 101 Fifth Ave. New York, 
N. Y., 1947. 363 pp., illus. $6.00 


Most English histories of architecture 
in their preoccupation with its European 
phases have neglected the story of archi- 
tecture in Mexico—a story well worth 
telling and creditably told in this book. 
The work is divided according to the 
general chronological pattern of archi- 
tectural growth, which was the same 
in all the Latin American countries— 
pre-Columbian, Spanish Colonial, Re- 
publican, and Modern. 


The magnificent pyramids, temples, and 
cities of the Toltecs, Mayans, Aztecs, 
and the other peoples of the area gave 
to the pre-Columbian period in Mexico a 
distinctive architectural greatness. The 
photographs of this section of the book 
permit partial appreciation of the artis- 
tie vitality, force, and beauty of that 
glorious epoch. The architecture of the 
Hispanic period is among the richest of 
all the world, surpassing that of the 
mother country Spain in the ornate lux- 
uriance of its Plateresque, Mudejar, 
Churriguerésque, Baroque, Rococo 
churches and monasteries. Later work 
did not reach such high levels, as Mexi- 
can architecture and art during the 
chaotic days of rebellion and tempes- 
tuous attempts at self-government were 
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press office. Air Express Division, 
Railway Express Agency. representing 
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at the low ebb typical of such strenuous 
eras. Unfortunately, the striking mod- 
ern architectural achievements of recent 
years and the vigorous murals of 
Orozco, Rivera, Siqueiros, Charlot, and 
others do not receive adequate recogni- 
tion and attention—a serious deficiency 
in this book. 


A list of the Cathedral Cities of Mexico, 
a working glossary of Spanish and 
Mexican architectural terms and of 
Mexican place names, a lengthy bibli- 
ography, and extensive index are help- 
fully given in the appendix. Good photo- 
graphs enrich all sections of the book. 
Written for a wide circle of readers, 
particularly for the tourist, the survey 
of historical, social, geographical, geo- 
logical, religious factors which have af- 
fected and molded Mexican architecture 
will seem wordy and tedious to the 
average architectural reader. However, 
such a reader can profit much from the 
architect-author’s comments оп the 
architectural features of the structures 
studied. Employment of conversational 
expressions, possibly in an attempt to 
popularize, appears out of character 
with the importance of the subject, even 
though this work was not intended to be 
and is not monumental. 

LAWRENCE E. MAWN 


HOT-WATER HEATING, 
RADIANT HEATING, AND 
RADIANT COOLING 


F. E. Giesecke. Technical Book Co., 
Austin, Tex., 1946. 262 pp., illus., 6” x 
9", diagrams. $4.00 (10% discount for 
two or more copies ordered at one time) 


The author has assembled in easily 
usable form the “knowledge relating to 
hot-water heating, radiant heating, and 
radiant cooling which he has acquired 
during more than fifty years of study, 
teaching, research, and professional 
practice.” The bulk of the book deals 
with the design of different types of 
hot-water systems, giving step-by-step 
examples. The presentation is so clear 
and easily read that anyone can follow 
the development of each system with 
ease. 


The section on radiant heating gives a 
brief history as well as full theoretical 
discussion and chapters on design. The 
chapters on radiant cooling (which is 
largely a Swiss development) should 
give us some new ideas on attaining 
comfort more simply than with full air 
conditioning. 
It is amazing that such an excellently 
well organized book should have no 
index. 

JOHN RANNELLS 
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JOBS AND ME 


MEN WANTED 


ARCHITECTURAL DRAFTSMAN — A-1 ex- 
perienced, capable of developing work- 
ing drawings. Permanent position in a 
beautiful city for the right man. Inform 
fully as to education, experience, age, 
salary requirement, and all other per- 
tinent data. Send samples of work. 


DRAFTSMEN, EAST TENNESSEE — Senior 
and/or Junior draftsmen desiring to 
return to or to work in the East Ten- 
nessee region. Work general, including 
schools, colleges, hospitals, churches, 
dwellings, commercial. Address qualify- 
ing correspondence to Barber & Mc- 


Law, Law, Potter & Nystrom, 121 S. Murry, Architects, 517% W. 
Pinckney St., Madison, Wis. Ave., Knoxville, Tenn. 
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finish that enhances the beauty of walls and ceilings. 
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to apply (just like plaster) to any clean, dry surface of metal, wood, 
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SEVERAL ARCHITECTURAL DRAFTSMEN— 
competent to develop complete working 
drawings and details from sketches. 
State starting salary expected. Address 
Frampton and Bowers, P. O. Box 637, 
Huntington 11, W. Va. 


CHIEF DRAFTSMAN—wanted to handle 
drafting room. Must be experienced in 
all phases of architecture, such as hos- 
pitals and commercial buildings. Submit 
references, salary expected, and samples 
of work to Michael J. DeAngelis, 1403 
Temple Bldg., Rochester 4, N. Y. 


DESIGNERS AND DRAFTSMEN—architec- 
tural and structural, needed on A and E 
contract on Guam. Minimum of five 
years’ experience. Give education, ex- 
perience, and references in letter of 
inquiry. Pacific Islands Engineers, 
Second Floor, Ferry Bldg., San Fran- 
cisco, Calif. 


ARCHITECTURAL DESIGNERS AND DRAFTS- 
MEN—for work in Alaska and Boston. 
Write education, experience, references, 
and salary expected to Fay, Spofford & 
Thorndike, 80 Federal St., Boston 10, 
Mass. 


DESIGNER-DRAFTSMAN—graduate skilled 
designer with eight to ten years' prac- 
tical experience; in new, growing office, 
individually owned by favorably known 
veteran. Capable of developing sketches, 
preparing perspectives, and converting 
to neat working drawings; public build- 
ings, schools, commercial, industrial, 
hospitals, fine homes. Give full particu- 
lars. Roy W. Leibsle, 3702 Almeda Rd., 
Houston 4, Tex. 


Two SENIOR DRAFTSMEN—openings in 
permanent organization for two senior 
draftsmen with good educational back- 
ground and experience in working draw- 
ings other than residential, such as 
hospitals, schools, churches, commercial, 
ete. Golemon & Rolfe, Architects, 915 
Woodrow St., Houston, Tex. 


JUNIOR ARCHITECTURAL DRAFTSMAN— 
for design and layout. Should have 
training from accredited school in fun- 
damental principles of construction. 
Write, stating educational background, 
experience, and salary desired. Employ- 
ment Office, University of Chicago, 956 
E. 58th St., Chicago 37, Ill. 


ARCHITECTURAL DESIGNER—experienced 
all phases architectural design and 
presentation, thorough knowledge of 
working drawings and detailing. Pro- 
gressive office in Florida, working on 
stores, theatres, schools, etc., through 
Southeast. Permanent position, attrac- 
tive salary for right man. Send record 
of schooling, training, experience, posi- 
tions held, and samples of work. Box 
34, PROGRESSIVE ARCHITECTURE. 


ARCHITECTURAL DESIGNER & DRAFTSMAN 
—with at least ten years’ rounded ex- 
perience, capable of handling projects 
from sketches on through to completion. 
Should expect to be able to take com- 
plete charge of small office as soon as 


(Continued on page 100) 


There's no real substitute for Armored, Bonded and Bushed 


Cable! 


It is the only general-purpose, ready-to-use, metal-protected, 


approved system of wiring! 


It provides the lowest cost, METAL-ENCLOSED wiring system, 
and guarantees a SAFE, FOOLPROOF installation! 


Aud Now TWO Paths to Ground for sizes 


ә 
9» 


No. 14 and No. 12! 


1. А new, low-resistance, flat, ground- 


ing strip in contact with the armor. 


2. The armor itself with "bondhook" 


channel construction to assure a 
positive path to ground. 


(Sold through leading electrical wholesalers) 


National Electric Products Corporation 


Pittsburgh 30, Pa. 
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"DEMAND |THE BEST!” 


J. S. STAEOTLER,INC. 


53-55 WORTH STREET 
NEW YORK,N.Y. 


PROGRESSIVE ARCHITECTURE 


[JOBS AND MEN 


(Continued from page 98) 


fitness is proven, with partnership ar- 
rangement if desired. Location, south- 
ern New England city. Box 35, Рво- 
GRESSIVE ARCHITECTURE. 


JOBS WANTED 


ARCHITECTURAL PERSPECTIVE STUDIO— 
perspectives, bird's-eye views, composite 
factories’ aero-views, interiors, in dif- 
ferent media. Architectural Perspective 
Studio, 21 E. Van Buren, Chicago, Ill. 


HOSPITAL PLANNER AND ARCHITECTURAL 
DESIGNER—age 41, desires association 
with progressive office. Long experience 
with all types of hospital buildings. 
Able to analyze requirements, prepare 
preliminary studies and working draw- 
ings. At present in charge of prelimi- 
nary project for a medical center. West 
Coast preferred. Box 36, PROGRESSIVE 
ARCHITECTURE. 


JUNIOR DRAFTSMAN — just returned 
from Army. Trained at leading school 
in New York City. Have a little experi- 
ence on board and field. Would like to 
learn more and also be of assistance to 
you. No office boy job, please. New 
York City resident. Box 37, PROGRES- 
SIVE ARCHITECTURE. 


MANUFACTURERS’ REPRESENTATION—de- 
sired by experienced and successful pro- 
moter of building materials, highly 
trained in architecture and construction. 
Have unusually numerous and valuable 
contacts in both fields. Exclusive West 
Coast representation preferred. Los 
Angeles married veteran. Highest rec- 
ommendations. Box 38, PROGRESSIVE 
ARCHITECTURE. 


DESIGNER-ARCHITECT — A.I.A., with 20 
years' European and American practice, 
registered in New York, New Jersey, 
and Pennsylvania. Desires association 
or partnership in long established office 
with good connections. Expert in mod- 
ern commercial architecture. Presently 
designing three department stores and 
several diversified projects. Box 39, 
PROGRESSIVE ARCHITECTURE. 

CONSULTING ENGINEER—structural, for 
large complicated structures, bridges, 
difficult foundations; high pressure, 


| high temperature, indeterminate pipe 


stress analysis for power plants; indus- 
trial structures. Long experience, reg- 
istered with National Bureau of Engi- 
neering Registration, familiar with 
foreign construction (South America, 
Europe). Fee or hourly basis, Midwest 
states. Box 40, PROGRESSIVE ARCHITEC- 
TURE. 


ARCHITECT — 37, registered Indiana, 
A.I.A. member. 12 years’ practice, 
privately and with associates; four 
years’ industrial engineering. Desires 
association leading to partnership with 
California or Florida firm. Available 
in near future. Can handle projects in 
all stages. Will supply references and 
samples. Box 41, PROGRESSIVE ARCHI- 
TECTURE. 


Hillyard Floor Treatments SAVE all 
types of floors in every type of insti- 


tution . . . they are Uniform, Depend- 
able, and Economical, and bring out 
the natural beauty of every type floor. 


Send for our new FREE book "Floor 
Job Specifications" full of helpful 


hints on economical floor maintenance. 


HILLYARD 


SALES CO's 


DISTRIBUTORS 


HILLYARD CHEMICAL CO. ST. JOSEPH, MO. 


370 TURK ST. SAN FRANCISCO 2. CALIF. 1947 BROADWAY. NEW YORK 22. № Y. 


—A TYPICAL MONEY-SAVING SOLUTION WITH FENCRAFT 


This school training shop exemplifies the versatility of Standard 
Fencraft Windows. It calls for abundant daylight . . . plenty of 
ventilation and good control of it. The use of medium size panes 
is recommended for easy, low-cost glass replacement. Sill vents 
that discourage leaning out of windows are desirable. 


Standard Fencraft Windows provide these benefits—and more. 
Their trim beauty enhances both inside and outside appearance. 
They provide permanently easy operation, safe cleaning, lasting 
weather-tightness, firesafety and low maintenance costs. 

Standardization means economy . . . in first cost and installation. 
Use of uniform installation details, plus co-ordination of window 
dimensions with those of wall materials, result in minimized 
installation costs. 

АП three types of Fencraft Windows— Casement, Projected or 
Combination—fit the same size openings. Window openings can 
be drawn into early plans, permitting later selection of window 
type without redrawing of plans. 

Fencraft Windows are built by craftsmen of America's oldest 
and largest steel window manufacturer. Quality appearance 
highly recommends them for the finest of buildings. Standardiza- 
tion economies make them practical for buildings of all types. 
For details, see Sweet's (Section 16a-9). Or mail coupon. 


COMBINATION . 


PROJECTED . 
CASEMENT 


Fen estra 


FENCRAFT INTERMEDIATE STEEL WINDOWS 


In a school workshop, achieve large 
daylighting areas and excellent 
ventilation control with combined 
units of Fencraft Intermediate Pro- 
lected Windows, such as Type 418 
(illustrated). 


2253 East Grand Blvd., 
Detroit 11, Michigan 


Please send me data on types and sizes of the new 
Fencraft family of Fenestra Windows: 
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UNDER FINGERTIP CONTROL 
€ 


The simple trick of lighting that gives the same 
plaster cast so many different countenances illus- 
trates—in an elemental way—the function of good 
lighting control in the creation of dramatic effects. 


Given a knowledge of the impressions you wish to 
create, Ward Leonard's *'result-engineering" can help 
you, not only by recommending the most suitable 
dimmer and mechanical details, but also by working 
out psychological effects through dramatic lighting. 


On any job requiring lighting effects—for theatre, 
music hall, auditorium, church, school, etc.—consult 
Ward Leonard's section in your А.Ї.А. File*: then 
call in Ward Leonard engineers for a recommenda- 
tion of the proper equipment. Ward Leonard Electric 
Co., 22 South Street, Mount Vernon, New York. 
Offices in principal cities of U. S. and Canada. 


*Your A.I.A. File should contain Bulletins 71 on Non-Interlock- 
ing Dimmers, 72 on Interlocking Dimmers, 74 on Reactance 
Dimmers, 76 on Autrastat Dimmers, 78 on Cycle Dimmers. 


WARD LEONARD ELECTRIC CO. 


Where Basic Designs in, Elastic Сото are FR С-КЕ rgreud for You 
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RADIANT PANEL REPLACES BASEBOARD 
15 PRACTICALLY INVISIBLE 


You will scorcely notice this Ba: 
Panel, yet it’s rig 
American-Standard's latest 
home heating. Only 8” hig! 
against the wall, looks exact. 
board—and can be paint 
any color to match the wood 


trim. 


plete (freedom in furniture 
arrangement. 


loor to ceiling, the new 


No cold spots. From fl 
апе! provides sun-like 
| 


Baseboard Radiant P 
warmth throughout the room. 


Write for more information about this amazing new Base- 
board Radiant Panel Heating And also ask for our new 

4 describes American-Standard 
Heating Equipment and Р! 
Wholesale Distributors 
tractor. Available on easy 
‘American Rediator & Stenderd Senitery Corporation, Dept. 
P77, Pittsburgh 30, Pa. 


mERICAN- $tardard 


HEATING E PLUMBING 


e Matar Halt and Copy 


TO ARCHITECTS: 


> 


Complete details of this new 


Sewing 


Baseboard Radiant Panel are 


now available. Just write 


American Radiator & Standard 


Sanitary Corporation, P. 0 


Box 1226, Pittsburgh 30, Pa 


This adverti 
ertisem i 
ndi ri 2 in full color appears in leading nati 
B ati 
Pi e Жы; many of whom will eagerl = 
rera ard’s new Baseboard Radiant Panel a i m 
E vancement in residential heating Pi 
K FOR THE MARK ' 
OF MERIT—It identi 
ifies th н i 
e world's largest line of Heating and Plumbing Products f 
cts for every use includi 
XR ing Boilers, Warm Air 


Furnaces, Winter Air Conditioners, Water Heaters, for all fuels—Radiators, Convectors, Enclosures—Gas and Oil Burners—Heating Accessories—Bathtubs, 
ater Clos v r n aunar ray rass Irim—an pecia roducts г otels, Schools ips, an ailroads 
ets, Lavatories, Kitchen Sinks, Laundry Trays, B T d ducts f H t Hot Schools, Sh d Rail d 
, і апа 5 

cialize P 
Wat t o ospi als el 
" 
Л PS, 
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~ AND STILL TH' CHAMP! 


In schools, theaters, hotels and entertainment spots, fire con- 
tinues to take its toll. In spite of all our attention to every 
means for making buildings safe, fire beats us far too often. 
It is still the champion, still the great destroyer. 

In our fight to prevent the sacrifice of life to fire, one of our 
most effective—and simplest— weapons is the drop-forged 
Von Duprin Self-releasing Fire and Panic Exit Device. It lets 
people out of buildings. It is strong, fast, sure. It takes in its 
stride the tremendous strains imposed by the rush of panic- 
stricken people. Once they reach the exit doors, the Von Duprin 
assures safety. 


‘Won 3Buprín Ё 


DIVISION 
VONNEGUT HARDWARE CO., INDIANAPOLIS 9, INDIANA 


104 PROGRESSIVE ARCHITECTURE 


Put VENUS to tbe test 
on your drawing board. 
Send us a postcard or a 
note for two free samples. 
Specify degrees wanted. 


aue a course or transferring ideas into work- 
able plans calls for reliable instruments which 
one can trust. Among these is the drawing pencil— 
great in productive capacity when it measures up to 
precision standards. 


VENUS Drawing Pencils are engineered to give you 
drafting perfection without failure: accurately graded 
to assure uniformity in all 17 degrees . . . strong in pet- 
formance... smooth and clean in action. 


AMERICAN LEAD PENCIL COMPANY, HOBOKEN, NEW JERSEY 
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1, 
2. 


3. 
4. 


Service Stations, 
Offices and Factory buildings. 


Uses for 


ERIE ARCHITECTURAL 
PORCELAIN ENAMEL 


E „ы, modern store front fabri- 


cated and erected by the Erie Enameling Com- 
pany. The porcelain panels are available in all 
colors, sizes and shapes for use in new con- 
struction or the modernizing of Store Fronts, 
Restaurants, Food Stores, 


ADVANTAGES: 


All colors, textures, shapes 
and sizes. 


Completely protected 
against corrosion. 


Light in weight. 
Readily applied to masonry 
or to steel. 


| WRITE FOR ARCHITECTURAL 
DETAILS & SPECIFICATIONS. 


THE ERIE ENAMELING COMPANY 


1400 WEST 20th STREET 


B, Indefinitely weather resis- 
tant. 


6. Panels may be replaced. 
T, Easily cleaned. 


B, Utterly fire resistant. 


e  ERIE, PENNSYLVANIA 


The FIRESTONE MEMORIAL 
LIBRARY AT PRINCETON 


Jamestown Metal Corporation will ^ 
furnish the hollow metal doors and 


frames in this beautiful $4,000,000 S 
Gothic style structure. 


Main Factories and Offices of Jamestown Metal Corp. 
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Robert B. O'Connor an 


d Walter Н. Kilham, Jr., Architects, New Yor! 
Turner Construction Co., Philadelphia, Pa., General Contractors 


As specialists in the fabrication of bronze, alum- 
inum, steel and stainless steel, we offer our 
services wherever hollow metal doors, interior 
trim, elevator enclosures, office partitions, cold 
rolled mouldings and metal specialties are re- 


-i : ty p : 
f "monton Metal Lop - 
104 Blackstone Avenue Jamestown, N. Y. quired. 


Prescribed atmospheric 
conditions are assur 

in the nursery at Doctors 
Hospital, Washington, 
D. C., with Anemostat 


^ draftless | air-diffusion, 
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ANEMOSTAT CORPORATION OF AMERICA 
10 East 39th Street, New York 16, N. Y. 


REPRESENTATIVES IN PRINCIPAL CITIES 
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METROPOLITAN LIFE INSURANCE CO. 
STUYVESANT TOWN PROJECT 


STARRETT BROS. & EKEN, 


c EE 


D 
— à 


PROTEXOL CORPORATION 


KENILWORTH 7, N. J. 


CONTRS. 


Ey 


FIGHTING THE FIRE HAZARD 
with PROTEXOL Fire RETARDANT Моор 


Approved by New York City Authorities, the 
PROTEXOL fire retardant wood partition 
shoe, as illustrated, is the base of a one hour 
fire partition. Safety demands its use in any 
multiple dwelling, apartment or hotel, where 
fire resistive partitions are required. The 
Protexol partition shoe is also applicable to 
any remodeling or renovating work on old 
buildings. This partition shoe is available at 
low cost and can be easily and cheaply in- 
stalled by low-cost mechanics. 


Incombustibility can be obtained throughout 
any fire resistive building by using PRO- 
TEXOL fireproof wood for doors, trim, 


flooring, panelling, furniture, etc. 


60 years of experience in treating wood en- 

able PROTEXOL engineers to indicate many 

applications for wood which has been made 
re-safe. 


Many Styles 


of 


“Hallowell” Stools and Chairs of Steel are made in a wide 
variety of styles and types to meet your every “seating” 
requirement. They are of sturdy, welded construction . . . 
available in fixed or adjustable heights . . . with or without 
and in a full range of heights. 
For complete details about these long-wearing, comfortable 
factory stools and chairs, write for your "Hallowell" Catalog. 


back rests and foot rests . . . 


"Unbrako" and “Hallowell” Products are sold entirely 
through Industrial Distributors. 


steel stools 
and chairs 


.. designed for comfort while working 


Fig. 200 MHB OVER 44 YEARS IN BUSINESS Fig. 200 RHB 


STANDARD PRESSED STEEL CO. 


CHICAGO · 


DETROIT * INDIANAPOLIS + ST. LOUIS.* SAN FRANCISCO 


JENKINTOWN, PENNA., sox Em * BRANCHES: BOSTON * 
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Installation made by Badger Sheet Metal Company, Milwaukee, Wis. @ 


It's easier to do a better job 


with ANACONDA 
Through-Wall Flashing 


THIS UNUSUAL VIEW shows a long run of Anaconda 
Through-Wall Flashing . . . the flashing that 
drains itself dry . . . just as the sheet metal con- 
tractor left it and before the masons followed with 
coping. 

Here you can plainly see the outer dam that will 
cause the seepage of water from the coping to 
drain toward the roof, and the corrugations that 
provide a strong bond with the mortar. These zig- 
zag ridges prevent lateral movement and insure 
water-tight joints when sections of the flashing 
are nested endwise. Here, too, you can see how 
the flat selvage makes a neat bend when formed 
as a counter flashing. 


'These die-stamped sections and corner units 
insure controlled drainage and make the work of 
the sheet metal man easier. Anaconda Copper 
insures long life. For detailed information, write 
for Publication C-3. 


4755 


flashing 


Standard inside corner flashing unit. 
Dam on inside, drains out. 


CUTSIDE CORNER FLASHING 
Dam side 


Standard outside corner flashing unit. 
Dam on outside, drains in. 


COPPER 


THE AMERICAN BRASS COMPANY 


General Offices: Waterbury 88, Connecticut 
Subsidiary of Anaconda Copper Mining Company 


Iu Canada: ANACONDA AMERICAN BRASS LTD., 
New Toronto, Ont. 
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| THE SMARTEST IN BATHROOM 
| 

| 


Gut what makes these raams 


SO DIFFERENT — SO DISTINCTIVE? 


ACCESSORIES 


TOILET PAPER 


HOLDER No. 370 
Chrome Roller 


TUMBLER AND 
TOOTHBRUSH 
HOLDER No. 330 


SOAP HOLDER 
No. 322 —With Un- 
breakable Crystal Tray 


ROBE HOOK 
No. 381—212” Long 


(NINTH зз ы. нл eite mut 


SQUARETOWEL | 
BAR No. 394—324” | 


74 ә Р Squore Bar. Lengths: | 
logical gaestion | AES 
often ached! E 

' 
The answer may be that 


the visitor does not see 
door hinges anywhere. 


CONCEALED 


Hinges are present to be D. | LAVATORY UNIT 
sure—but they are not "i 2039065 S 
visible to the eye. They 
are Soss Invisible Hinges. А 
8 ; "CE" ` Soap Dish, Tumbler and 
When Soss Invisible Hinges are a feature of i: | gei aan, Halda р 


building design, the architect is enabled to прота те 


employ flush surfaces for doors, panels and cup- 


i i | SELLE No. 338—TURNING 
boards. He can then obtain the streamlined 7 Но 928- TURNING 
effects which provide so modern and distinctive | | L r of a finger. 

a touch to home interiors. Your clients will x : | 
appreciate these modern hinges and the results No, 338-CLOSED 
: | | ni i оо! es, Soap 
they make possible. . " ` end Tumbler hidden 
| PU | i from sight. 
Write for Soss "Blue Print Catalog" giving full SD 
details of tbese modern binges. Free on request. SWEET' 
SOSS MANUFACTURING COMPANY ARISTOCROME accessories are made of 
21769 HOOVER ROAD А DETROIT 13, MICHIGAN | solid brass, nickel plated and then heavily 


chromium plated to add distinction to the 
finest bathroom. 


HALL-MACK COMPANY 


(FORMERLY HALLENSCHEID & McDONALD) 


| 1344 WEST WASHINGTON BLVD., LOS ANGELES 7, CALIF. 
OF TOMORROW'S HOME 
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POWER 


for the Wheels of 
Industry with... 


KLAMPSWITCHFUZ 


This safety type switchboard 
combines both disconnect 
&witch and fuse protection 
fb one unit. On switches of 
200 amps. and less, heavily 
Silvered copper contacts are 
Squeezed” together in one 
locking motion that clamps 
fuses at the same time; switch- 
ES 400 amps. and up have 
@ Kamklamp Fuseholders. 
барасісіеѕ: 30 to 1200 
amps., 250 volts, AC or DC; 
CIRCUIT BREAKER Bnd 30 to 600 amps., 600 
A safety type switchboard Volts AC, 2, 3 and 4 poles. 
offering the latest develope 
ments in automatic protec 
tion of main and brameh 
feeder circuits. Availablê f 
capacities up to 600 атр 
250 volts AC or DC; and 600 


volts AC, 2 or 3 poles. | SWITCHBOARDS 


SHUTLBRAK 


А heavy duty, safety type switchboard 
with quick make and break switches 
and @ Kamklamp Fuseholders. Inter- 
locking cover permits access to fuse 
compartment only when switch is in 
"off" position. Capacities: 30 to 1200 
amps., 250 volts, AC or DC; and 600 
volts AC, 2, 3 and 4 poles. 


For more than 50 years the Frank Adam 
Electric Company has specialized in the design and 
manufacture of all types of switchboards for industrial, 
institutional and commercial purposes. 
These switchboards are constructed from standard pre-assembled 
units for ease and economy of installation yet are tailored to fit your exact 
requirements. See your nearest @ Representative for details. 


Frank eCdam Electric Co. 


ST. LOUIS 13, MISSOURI 


Makers of BUSDUCT + PANELBOARDS + SWITCHBOARDS * SERVICE 
EQUIPMENT * SAFETY SWITCHES * LOAD CENTERS * QUIKHETER 
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Mrs. D. MacDuncan 


who wants the best in 
window hardware . . . IF 
it fits her budget 


134,445,000 modern-minded 
| people share her interest 


| Grand Rapids Invizible Sash 
| Balances are sold monthly to 
| the readers of these magazines 

. . . the bulk of the home- 
| building market. 


* She is interested in 


... for floors 
that complement 
the buildings 
you create... 


GRAND RAPIDS , 
(anf асга UC 


specify 
the modern all-purpose floor 


295 mw 

U SASH BALANCE 
Unlimited design possibilities 
for any commercial or insti- 


tutional building are yours 


when you use TERRAZZO. 


Colorful eye-appeal or dig- 
nity and restraint are easily 
achieved. 


And TERRAZZO—the mate- 
rial of the master architects 
—lasts a lifetime. Actually 
improves with wear. 


Magically easy-to-clean, low- 
cost TERRAZZO is now 
specified by leading archi- 
tects everywhere. 


Get your 
FREE А. І.А. KIT 


Now. 
Simplify your nezt floor 
plan specifications. 


THE NATIONAL TERRAZZO AND 
MOSIAC ASSOCIATION, INC. 


1420 New York Ave., М. W. * Dept. Н * Wash. 5, D. C. 
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| The practical SPIRAL sash balance 


Of course she can afford them! They go in quick 
and easy . . . just three screws per balance ... 
save hours of high-priced labor. Laboratory tests 
point to perfect lifetime performance . . . proved 
in thousands of homes. No tapes, no cables, no 
exposed tubes, no corrosion. The one practical 
installation for modern narrow trim. A few stand- 
ard sizes fit 95%, of all residential requirements 

. same size balance fits upper and lower sash. 


For complete specifications and instructions 


Write today for fully illustrated specification 
санти and installation data. See how Grand Rapids 
|$ ун" fit into your next set of plans! 


GRAND RAPIDS HARDWARE COMPANY 


Grand Rapids, Michigan 


Quality Leaders in Sash Hardware for 50 Years 


Grand Rapids Sash Pulleys 


4 No. 103 face plate, cone bearing type and Nos. 
175, 109, 110 sawtooth drive type sash pulleys 
cover 95% of all sash pulley requirements. > 


f OTHER ADVANTAGES OF 


- LUMINALL PAINT — 


The paint used in the Texas 
schools described here Xn 
Luminall (casein binder) takea 
from dealers’ regular stocks. 
Its high light-reflective proper- 
ties were sought. | 

Other advantages of Luminall 
are its purity of color; its specia 
velvety texture produced ay pr: 
exclusive patented method o 
manufacture. 

Luminall has long been a 
favorite with architects em 
builders as it can be applied 
over damp plaster without dam- 
| age, thus hastening the delivery 
of a fully decorated structure. 


Here is news of high importance to school 
architects! Many schools are gaining startling 
educational growth... important decreases in 
students’ visual difficulty ... and reduction in 
classroom energy problems by painting the 
interiors of schoolrooms with Luminall paint 
(light-reflecting) and making changes in 
fenestration and seating arrangement accord- 
ing to a plan known as the ““Техаз Method." 

These revolutionary achievements devel- 
oped and proved in the Mexia, Texas Public 
Schools under the direction of Dr. Darell B. 


LUMINALL | 


Harmon, Executive Director of the Inter-Pro- 
fessional Commission on Child Development, 
are reported in Illuminating Engineer, Archi- 
tectural Record, and elsewhere. The mod- 
ernization necessary to achieve these results 
is relatively simple. 

Send today for “Light on Growing Chil- 
dren” by Dr. Harmon. Learn how easily 
your school may obtain these benefits for 
its children. NATIONAL CHEMICAL & 
MEG. СО., 3611 South May Street, Dept. 
G, Chicago 9, Illinois. 


es 


ective 4 
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Walk with Safety 
Designed for on NORTON FLOORS 
FUNCTIONAL BEAUTY 


Chromtrim Metal Moulding imparts to 
modern interior planning is one of the 
many reasons for its increasing popularity 


builders. 


а= 
( 


with architects, industrial designers and 


Non-Slip . . . Wet or Dry 


| m same characteristics of hardness 


Wall paneling and surface covering of any color and toughness which make Alundum 


or texture is enhanced by the functional 


i i indi heels, 

c= beauty of this easy to install metal trim. abrasive so useful in grinding ы 
You can specify Chromtrim with com- STORES also give it valuable properties as a 
plete confidence. wear-resistant and non-slip flooring 


RESTAURANTS material. 


Alundum Stair and Floor Tiles, for ex- 


TE кас E ' 


MBs ample, provide a flat, smooth surface 


that is non-slip even when wet. And 
Chromtrim's fine quality, mechanical specifications, 
durable finish and ease of handling will — . 


INDUSTRIAL they will not wear slippery from foot 


contribute to the appearance and dur- = 4 PLANTS traffic. There are also Alundum Mosaics 
ability of every installation and bring for use where small tiles are desired 
equal satisfaction to you, your client and asd Aldum Aures to addleatat 
the mechanic who installs it. HOSPITALS d Alundu ggreg a y 


and durability to terrazo and cement 


SCHOOLS floors and stairs. 


RAILROAD AND You will find NORTON FLOORS pro- 
BUS STATIONS viding safe walk-ways in thousands of 
buildings the country over. Catalog 


80 dimensionally accu- 


rale profiles ‘designed AIRPORT 1935-С gives the full story including 
im matching groups to | TERMINALS sizes and colors. Write for a copy — 
serve every installation | no obligation. 


requirement. Sold only 


distributor organization. 


See insert in Sweet's 
Architectural File. Write 
for Chromtrim Catalog 
No. 2 today. 


К. D. WERNER СО., INC. 


Manufacturers of Metal and Plastic Products 
295 FIFTH AVENUE NEW YORK 16, М.Ү. 


Factories: New York, N. Y. — Greenville, Pa. 


114 PROGRESSIVE ARCHITECTURE 


through a nationwide | N о R T о N С о M P A N Y 


WORCESTER 6, MASS. 


Behr-Manning, Troy, N. Y., is a Norton Division 


See this catalog in Sweet's. 
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It's not surprising that PC Glass Blocks 

should be regarded by many people today 
as the mark of a modern building. These 
blocks are so modern, in both appearance and 
function, that any building which includes 
them just naturally seems modern, too. 

PC Glass Blocks have won the favor of 
architects largely for one reason: they do so 
many things so well. 

They add to the appearance of any struc- 
тиге... because they form bright, neat trans- 
lucent panels very appealing to the eye. 

They transmit daylight generously into 
building interiors, and can even direct the 
daylight to where it is most needed. 

"Their excellent insulating properties mean 
greatly reduced heat loss through light areas, 
and consequent savings in heating and air 
conditioning costs. They prevent infiltration 
of dust and dirt, deaden outside sound, clean 
easily. They can be combined with trans- 
parent glass sash construction. And they har- 
monize perfectly with any architectural style. 

When you are designing new buildings or 
modernizing old, you can recommend and 
specify PC Glass Blocks with confidence. 
"They're the mark of a modern building. We 
invite you to send the coupon for complete 
information on PC Glass Blocks. Pittsburgh 
Corning Corporation, 632 Duquesne Way, 
Pittsburgh 22, Pennsylvania. 


- Also makers of PC Foamglas - 


A MODERN BUILDING 


ce wee ч бт тет шг 9 ЧЫГ ИМ ЭР 


NATIONAL BISCUIT СОМРАКҮ 


^ 


# 


N 7 Ж 


Pittsburgh Corning Corporation 
Room 647, 632 Duquesne Way 


Pittsburgh 22, Pa. 


Please send along my free copy of your new book on the use of PC Glass 
Blocks for Industrial Buildings. It is understood that I incur no obligation. 


tn D CENE E 
Address..---.-..- 


Dire = = (Инн EOE 


с от) 282. Ж „Мы 


FOR ADDITIONAL INFORMATION SEE OUR INSERTS IN SWEET'S CATALOGS 


GLASS BLOCKS 


Distributed by PITTSBURGH PLATE GLASS COMPANY 


by W. P. Fuller & Co. on the Pacific-Coast. and 
by Hobbs Glass Ltd. in Canada 
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HERE IT IS- 


jc THA 


THE Т permanently 


HIGH-STRENGTH, NON-RUSTING 


WALL TIES 


@ By the use of Copperweld Wall Ties in 
cavity wall construction you can banish 
forever the bug-a-boo of wall failure induced 
by tie corrosion. 


These ties are manufactured of high tensile 
alloy steel wire heavily covered with copper by 
the Copperweld molten-welded process. They 
are immune to chemical action within the wall. 
Moisture may penetrate the wall and reach the 
tie many years after the completion of the 
building— but the ties, protected by copper, 
will remain unaffected. Consequently, the 
breaking strength of this tie, about two tons, 
remains constant for the life of the building. 


Specify Copperweld Ties on your next cavity 
wall job with every assurance that they will 
meet the test of time. They are the only wall 
ties combining the strength of steel and the 
permanence of copper. Made in 6" and 8" sizes. 


Descriptive Literature on Request 


COPPERWELD STEEL COMPANY 


GLASSPORT, PA. 


Offices in Principal Cities 
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&H OUTLET 
SPECIAL- PURPOSE 


ا سے 
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No.7707,— Clock Hanger Outlet: 
Provides electrical connection 
and mechanical support for clock. 
No. 7792, — Weatherproof Re.| 
ceptacle with cadmium finished? 
brass plate, metal cap and 
weather-tight rubber mat. 

No. 7797, — Floor Outlet, with 
2 threaded brass covers; one to 
shield plug cap and one to close 
outlet when not in use. | 
No. 7750,— Fan Hanger Outlet: 
Provides mechanical support for 
fan, with electrical connection. 
No. 1914,— Duplex 2-circuit Re- 
ceptacle; one circuit always "ON" 
for appliances, the other to be 
switch-controlled as for lamps. 


These Outlets serve special purposes in addition to those 
served by ordinary receptacle types. Their extra-utility has 
durable basis in right design, rugged parts, reliable workman- 
ship. Ask for complete specification - data. 


HART & HEGEMAN DIVISION 


ARROW-HART & HEGEMAN ELECTRIC 
COMPANY, HARTFORD 6, CONN., U.S.A. 


"un sea 0 Shining 


America is оле? 


Not just a coalition of states but 
a union of land and people. Speak- 
ing with one tongue, standing for 
one ideal. Free to go anywhere 
over three million square miles of 
beloved land, without a barrier, 
from sea to shining sea. 


And go we do, on business or 
pleasure bent, over countless rib- 
bons of railways, highways, water- 
ways, and skyways . . . the most 
mobile nation under the sun. 


Transportation has forged our 
unity. 

А southern drawl in Boston or a 
New England twang in Seattle is 


STEEL PIPE MAKES 


no more unusual than California 
oranges on Maine breakfast tables, 
or Florida strawberries in Indiana 
shortcakes. Each is the result of 
more and better transportation fa- 
cilities. 

Contributing immeasurably to 
our advanced development of trans- 
portation has been the plentiful 
production of durable, reliable steel 
pipe. Pipe to convey liquid or 
gaseous fuels, steam, water, com- 
pressed air, electric wiring . . . 
the motivating forces of all trans- 
portation. 


It is no coincidence that the 
amazing progress of all forms of 


IT POSSIBLE! 


transportation in this century paral- 
lels the no less astonishing growth 
of steel pipe production. For, with 
transportation, as in so many other 
developments of American life, stee/ 
pipe makes it possible! 


The interesting story of "Pipe in 
American Life" will be sent upon 
request. 


Committee ou 
Steel Pipe Research 
OF 
AMERICAN IRON AND 
STEEL INSTITUTE 


350 FIFTH AVENUE, NEW YORK 1, N. Y. 


... better living through pipes of steel for plumbing and beating purposes. 
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AIR DISTRIBUTION 
OUTLETS 


Model "LS" LINE-O-FLO, 
the basic unit Air Distribu- 
tion Outlet. 


LINE -O-FLO Air Distribu- 
поп Outlets have been 
developed as a matching 
counterpart for the con- 
tinuous-strip type of interior 
lighting and decoration. 
LINE-O-FLO units can 

be used singly, end-to-end 

in continuous strips, or 
alternating with lighting 
fixtures. Lighting units can 
be attached directly to the 
LINE-O-FLO units, to 
produce a single strip 
providing both illumina- 
tion and air distribution. 


Model "LL" LINE-O-FLO, 
with a conventional fluorcs- 
cent lighting fixture built 
into thc unit 


LINE-O-FLO outlets have scientifically-designed distribut- 
ing members, proportioned and placed in such a manner as 
to provide uniform bi-directional air flow outward and 
slightly downward from the long sides of the units. Adjust- 
able intercepter dampers, located above the throat, effect 
balanced distribution when several LINE-O-FLOS are used 
in a line or group. Accurate performance data, obtained 
over a wide range of field conditions, permits proper selec- 
tion of combinations to fit given circumstances. For full 
details, write for Bulletin F2741 or see your Barber-Colman 
representative. 


г#«а& аб е Approximately July lat. 


BARBER-COLMAN COMPANY 
1230 ROCK STREET e ROCKFORD, ILLINOIS 
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@ Architects and contractors are speci- 
fying more "STREAMAIRE" Convec- 
tors than ever before because of their 
simplicity of installation and heating 
efficiency. "STREAMAIRE" Convec- 
tors have been standardized in four basic types. 
You can offer smart styling plus heating comfort. 
Young-built convectors are packaged for protec- 
tion against damage in storage and transit, plus 
this added time-saving feature—cartons are 
clearly marked for quick, positive size and 
type identification. Assure satisfaction—specify 
“STREAMAIRE” Convectors by Young. Send 
for free “STREAMAIRE” Catalog No. 4046 
today! 


PTA LLL LOLLY 


AREER” 


| 


FREE-STANDING TYPE "C" 


Saves on installation costs; ideal 
for remodeling or new construction. 


WALL-HUNG TYPE "WS" 


Sloping top arille prevents careless 
blocking of air circulation. 


PARTIALLY-RECESSED TYPE "S" 


Special ''Z'' Bars permit installation 
before or after plastering. 


| WALL-HUNG TYPE “W” 


Off-floor installation makes routine 
floor cleaning easy. 


YOUNG 


HEAT TRANSFER 
| PRODUCTS 


© 


‘YOUNG RADIATOR CO. 


Dept. 577.G, Racine, Wis., U.S.A. 


Sales and Engineering Offices in all 
Principal Cities 


AUTOMOTIVE AND INDUSTRIAL 
PRODUCTS 


Gas, gasoline, Diesel engine cooling, 
radiators * Jacket water coolers * Heat 
exchangers * Intercoolers * Condensers 
* Evaporating coolers * Oil coolers * 
Gas coolers * Atmospheric cooling and 
condensing units * Supercharger inter- 
coolers * Aircraft heat transfer equipment 


HEATING, COOLING AND 
AIR CONDITIONING PRODUCTS 
Convectors * Unit Heaters * Heating 
coils * Cooling coils * Evaporators 

* Air conditioning units € 


| STANDARDIZED IN FOUR BASIC DESIGNS 


FOR MODERN:INTERIORS USE PLAS ER 


PLASTER-"riveted" to ROCKLATH* 


and “welded, т ЇОО. Perforated 
ROCKLATH plaster base holds plaster with 
a double grip—a mechanical key that clinches 
like a rivet—a suction bond which “welds” plas- 
ter to the lath. This results in a continuous bar- 
rier of gypsum from studs to finish. 

What does this mean to the architect? Just 


this. Recognized testing laboratories give Per- 


forated ROCKLATH and RED TOP* Plaster 
partitions a one hour fire rating with proper 
plaster proportion and thickness. 

Specify Perforated ROCKLATH and RED 
TOP Plaster to obtain these added fire re- 
sistance and double grip advantages in addition 
to the beauty and durability of plastered sur- 


faces—flexible to the will of the designer. 


*ROCKLATH and RED TOP used above are registered trademarks which dis- 
tinguish products manufactured only by the United States Gypsum Company. 


United 


Lime 


‘Gypsum 


States Gypsum 
For Building e For Industry 


Steel Insulation Roofing Paint 
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БУДАА у? 


for efficient grease collection 


YOU DON'T BUY A GREASE TRAP BY ITS 
PRICE TAG! You install it according to its ca- 
pacity for waste flow and grease storage. Take 
for example the 25-gallon-per-minute, 50 pounds 
grease storage, Wade HydraFilter. The grease 
collection efficiency of this new double-acting 
interceptor is guaranteed to be over 90% when 
its capacity is not exceeded. NO smaller grease 
trap will work satisfactorily, however, on jobs 
where this flow rate is encountered. Every instal- 
lation must be sized according to the discharge 
rate of the sinks used. Here are some typical 
illustrations: 


RESTAURANTS AND HOTELS 


А small general utility sink for 
meat or fish washing and rins- 
ing, that empties at between 10 
and 15 gallons per minute, re- 
quires a No. W514, 15 g.p.m., 
30 Ib. capacity, HydraFilter. 


SCHOOLS AND COLLEGES 


A large 40 gallon kitchen sink, 
with а 1% inch waste line outlet, 
averages 23 gallons per minute 
discharge after using half full, 
so should have a W516, 25 
g.p.m., 50 Ib. capacity, Hydra- 
Filter. 


HOSPITALS AND INSTITUTIONS 


One compartment of a 
scullery sink combina- 
tion with 1%” outlets 
empties at about 20 
g.p.m., but two or more 
compartments will not 
exceed 25 g.p.m., so a 
W516 can service the 
entire group. 


HydraFillers іп 10, 15, 20, 25 and 40 g.p.m. capacity are available for prompt 
delivery. Write us for correct sizing data for all types of installations. 


MANUFACTURING COMPANY 


81 N. STATE ST. ELGIN, ILLINOIS 
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NON \ TANZ 
i — Lets 


xSunshine In 


"Another marked advantage of the stoker is that 
our glass is now free from a scum of soot," writes 
a florist who owns a Brownell stoker. Naturally, a 
florist would emphasize that particular feature of 
stoker firing. Other users of Brownell stokers talk 
about freedom from soot in terms of fuel economy 
and smoke abatement. 


With automatic air volume control, coal feed 
control, and other original features, Brownell stok- 
ers provide maximum combustion efficiency. They 
save coal, reduce work, and increase boiler capac- 
ity. They give long service at low upkeep cost be- 
cause they're skillfully and sturdily built. 


Request our stoker literature for complete in- 
formation. When we reply, we'll give you the name 
of our nearest agent. 


THE 


BROWNELL 


COMPANY 


432 N. FINDLAY ST. 
DAYTON 1, OHIO 


@ Brownell Stoker and Boiler in 

Matched Unit, assuring undivid- 
ed responsibility for satisfactory 
performance. 


IMMEDIATE DELIVERY 


AMERICAN BOWSTRING WOOD TRUSSES 
жакка REDUCE BUILDING COSTS 


Your builders won't have to look for 


scarce labor . . . or hard-to-get materials. 
For American has the skilled truss 
men... finest materials... and the pro- 


duction capacity to deliver immediately 


or on the date y ify. 
Send for Architects you specify 


Data Sheet Free 


25th Anniversary 1922-1947 


AMERICAN ROOF TRUSS CO. 


Phone PLAza 1772 Phone ADams 1-4379 
6856 STONY ISLAND AVE. 272 W. SANTA BARBARA AVE. 
CHICAGO, 49 LOS ANGELES, 37 


лл AON- 


j fetal Windows ? 


All over America architects, engineers, contractors and builders are planning ahead today for the homes 
and apartments of tomorrow. In each living unit they know there must be new features to increase beauty and utility. 
One feature every home and apartment should have is steel windows—because steel windows not only offer greater 


utility but add to the beauty and lasting good appearance of any type of architecture. So consider these eight advantages 
Ceco metal windows offer: 


Tighter weatherseal—precision engineering keeps out cold, 
dust, rain; keeps heat in. 


Give more light—afford from 20% to 60% greater light 
area. Also increase wall space. 


Lowest initial cost installed—with metal windows mainte- 
nance cost is cut to the minimum. 


Easy to install—no weatherstripping. Less labor in installing 
hardware. No planing. 


Controlled ventilation—up to 100% ... catches stray breezes 
. . controls drafts. 


/ ceco 
\ STEEL 


CECO STEEL PRODUCTS CORPORATION 
GENERAL OFFICES: 5701 West 26th Street, Chicago 50, Illinois 


Offices, warehouses and fabricating plants in principal cities 
Other Ceco products include—Meyer Steelforms, Reinforcing Steel, Steel Joists, Roof Deck, Metal Lath 


6 Easier operation—always fit . . . no sticking, warping or 
swelling to worry about. 


7 Fire safety—Ceco metal windows are fire resistive, reduce 
fire hazards. 


8 Easily washed from inside—both sides of the windows can 
be washed from within. 


CECO ALL-ALUMINUM STORM WINDOWS AND 
METAL FRAME SCREENS provide year 'round controlled 
ventilation in metal casements. New beauty and utility are 
combined with ease of installation ... from the inside! 


/n construction products CECO ENGINEERING „225 the Lig difference 
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Open Web Steel Joists specified 
for new construction provide: 


e Clear areas 
e Fire resistance 


e Freedom from 
plaster cracking 


| • Rigidity 
== УА ‚аа '5 E • Space for service lines 
js ч = „л CU 


LACLEDE STEEL COMPANY 


GENERAL OFFICES ARCADE BUILDING ST. LOUIS, MISSOURI 


IDENTIFIES QUALITY 
IN BUILDERS’ HARDWARE 


LOCKWOOD identifies its Builders’ 
Hardware with this famous Trade Mark. 
You will find it on cylinder locks and keys, 
on mortise locks, on door closers . . . a 
symbol of enduring quality since 1882. 


To the Architect the name LOCKWOOD 
also signifies a line of Builders’ Hardware 
embracing all requirements, characterized 
by steady advancement in feature and de- 
sign... and a company that never hesi- 
tates to give full and prompt co-operation. 


WHERE 00 YOU 
DRAW THE 
LINE IN nu 


the line in the selec- 

/ tion of the material 

PENCILS you work with! Are 
е you satisfied with 

second best or do you 

want the very best? Do you look for the finest 
straight grained cedar and the smoothest lead? 

In short do you look for the KOH-I-NOOR pencil? 
Perfect uniform grading in every degree makes 
KOH-I-NOOR the PREFERRED pencil for the ar- 

tist and technician. 


We aim to keep it that way. R-1 


LOCKWOOD HARDWARE MFG. COMPANY 


Division of Independent Lock Company 


Fitchburg e Massachusetts 


Ж 
The RIGHT pencil for the RIGHT job 
KOH-I-NOOR PENCIL COMPANY. INC., BLOOMSBURY. NEW JERSEY 
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Seleeted 


MONTGOMERY 
ELEVATOR DOOR 
DETAILS 


Dimensions on these details based on 1%” 
door thickness 


PLATFORM 


— 
PLATFORM 


CLEAR DOOR OPENING HEIGHT 


LEAR DOOR 


WIDTH 
А 


SINGLE SLIDING DOORS 


CLEAR DOOR 
WIDTH 
A 
TWO SPEED SLIDING DOORS 


DIMENSION KEY 


Rough opening size for 
standard unit type frame, 
finish width plus 8" on 
each side, finish height 
plus 8" on top. Соп- 
tractor to fill in around 
frames after they are set. 


! landing door opening 
+ 4 


5" Power operated doors. 


3" Manual operated 
doors. 


2" deep sill pocket en- 
tire width of hatch. 


Center Opening Doors. These doors usually 
allow an opening about !/ the width of the car 
but more readily permit a successful architectural 
treatment since both doors are in the same plane. 
Center opening doors are sometimes advantageous 
because they operate faster than the other types. 
Single Speed Sliding Doors. These are used 
where a door opening about !/ the width of the 
car is acceptable, and where it is impossible to 
allow the door to swing out into the corridor in 
front of the elevator. 

Two Speed Sliding Doors. These are used where 
a wider opening into the car is desirable. They 
allow an opening equal to about 2/3rds the width 
of the car. These are probably the most commonly 
used, especially where doors are power operated. 


MONTGOMERY ELEVATOR 


Door Delai 


Selection and designing of elevator door openings 
can be greatly simplified through the use of 
Montgomery Elevator Door Details. Door Details 
shown here are representative passenger elevator 
types. Details of other Montgomery Passenger and 
Freight doors are available. A new folder contain- 
ing these Details will be sent on request. Use the 
coupon below! 


р {ye a 
MONTGOMERY 


3 
Dependable ELEVATORS 


COLLECTION OF 
MONTGOMERY 
DOOR DETAILS 


MONTGOMERY ELEVATOR COMPANY 


een Moline, iinet 


Send me your new folder showing Montgomery Passenger and 
Freight Elevator Door Details. 

Name 

Firm Name 

Address 

City 
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С FACTORS of Infra Accordion Type 4: | 


WHAT 0/2 downward heat flow (аш 
eer" || RECBILTECTURAL 
.095 upward heat flow (equal to p сане || 


EVERY ЧЕ кака аш rockwool 
10 кшш het Hw cool v || TERRA- COTTA 


3- 1/3" laboratory-dry rockwool in | 
ARCHITECT hs. 


WEIGHT: 1 oz. per sq. ft. — А 3 cu. 
ft. carton, 3- 1/2" x 1-1/2' x 1/2 сә 


SHOULD contains 1,000 sq. ft. weighs 60 Ibs. 
—8,000 sq. ft. can be tucked into a 


passenger car. 


KNOW INSTALLATION: Over 2,000 sq. ft. per 
шып per PU Нау safa: NS COLOR SAMPLES, AVAILABLE ON REQUEST e PRELIM- 


AB 0 UT | N F RA INSU LAT | ON | INARY SKETCHES OR FINISHED DRAWINGS SENT TO US 
н и s 
- —— y == 


DESCRIPTIVE LITERATURE e CONSTRUCTION DETAILS e 


FOR CONSTRUCTION OR COST INFORMATION WILL 


INFRA insulates against 
heat, vapor, condensation, RECEIVE PROMPT ATTENTION. 
fire, and mold. Full infor- 
mation, technical data and 
list of projects, architects, 
sponsors and builders using eo 
Infra available. Write today 
for the facts! 


> 


d A 


FEDERAL SEABOARD 
TERRA COTTA Corp. 


B E. 40th STREET NEW YORK 16 


INCORPORATED NEW YORK 
10 MURRAY STREET: NEW YORK, N. Y. 


Thermal Factors 

Stamped On 
Every 

Infra Carton 


Aet This can't Happen 


TIME IN 
RECORDERS 


MASTER 
CLOCKS 


SECONDARY ELLIOTT' S 
CLOCKS SYNCHRONOUS 
PROGRAM HAMILTON 
PROGRAM SYSTEMS Steel 
MACHINES Shallow Drawer 
JOB TIMERS 
BELLS— 
BUZZERS HORNS 


Engineering skill in design plus precision workmanship is 
your assurance that a Cincinnati Signalling System will give 
long, dependable, trouble-free service. \ 


Any size is available to fit specific needs, from a simple Patented tracing lifter in each shallow drawer 
one or two station installation to a multi-station system suitable brings the sheet you want to the top immediately 
for a large institution, and without creasing, tearing or wrinkling. 

We will be glad to supply you with any information which The lifting action is smooth and easy. Tracing 
you may requires can be refiled easily and without damage. Sheets 
cannot curl or creep over back of drawer. 

Units are interlocking, non-sagging. 
Ye Write Dept. Z-2 


THE CINCINNATI TIME RECORDER CO. B. К. ELLIOTT COMPANY 


DRAWING MATERIALS—SURVEYING INSTRUMENTS 
Pittsburgh e Detroit 


Write Us Today—Catalog PA 


1733 CENTRAL AVE. * $ CINCINNATI 14, O. 


e Cleveland 
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7-85 
Correcto 
Urinal 


3-300 Santon Closet 


e Whether you're planning a 

hotel or a restaurant... whether 

it’s new construction or remodeling .. . 

you'll find every plumbing requirement = i 

in the broad Crane line. E : C-9268 
ИҢ Corridor 


Here, too, you'll find the high quality and Fountain 


lasting service that have always characterized 
Crane, a name better known to your clients 
than any other name in plumbing. 


For a description of the new line now in 
production, refer to your copy of “Crane 
Service for Architects.” If you do 
not have a copy, ask your Crane 

Branch for one. 


2-131 La Homa Bathtub 
2-82 Criterion Bathtub x 
7. 


ie 
a 


CRANE CO., GENERAL OFFICES: 
836 S. MICHIGAN AVE., CHICAGO 5 
PLUMBING AND HEATING 
VALVES = FIT. ENG Sov. PEPE 


NATION-WIDE SERVICE THROUGH BRANCHES, WHOLESALERS, PLUMBING AND HEATING CONTRACTORS 
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THE RIGHT STAIN FOR 
CLAPBOARDS, SHINGLES, SIDING 


You'll find the right stain for any outside wood- 
work in Cabot's wide color range, from brilliant 
hues to weathering browns and grays. Lasting 
colors bring out grain and texture, compliment- 
ing the natural beauty of the wood. i A handsome, diffusing glass for architectural use in the design of interiors and 


exteriors, of schools, offices, stores, restaurants, hospitals and other numerous 
commercial applications. 


Magnalite assures complete privacy with exceptional light distribution. It is 
easily cleaned. 


Magnalite is furnished in plain and wired sheets by leading Glass Distributors 
everywhere. 


Illustrated: left Magnalite Type B — АРХ 14” Square Pattern 
right Magnalite Type А — АРХ 12” Square Pattern 


Wm 


TRANSLUCENT GLASS 


SONS 


The Creosote in Cabot's Stains insures long- 
lasting protection. Cabot's Stains cost 3% as much 
as good paint . . . won't peel or blister even on 
green lumber. 


сй ЫЫ + «ы Жук. ДЕСЕН, т фе 7 


SESE RES 


Before you specify, write Samuel Cabot, Inc., 
1282 Oliver Building, Boston 9, Mass., for free 


booklet, “Stained Houses,” aiid sample. à Write today for descriptive brochure M-45 and samples 
M J. MERRILL RICHARDS, 25 Huntington Ave., Boston 16, Mass. 
L| 
C b p CREOSOTE à 
ADOLS stains : € ПЕ virrusinc 
| Manufacture 
j о. GLASS 


Available Now! 


і 1 7 
An Sncompara ТА Иал 
ARTGUM BRAND ERASERS & CLEANERS 


RUBBER ERASERS 
Goodyear BRAND SOAP ERASERS 


FLASHING 


3- Way Bond 


CHENEY 


FLASHING 
REGLET 


16 02. COPPER 


HENEY FLASHING is again 
being made by the orig- 

inal inventor who pioneered 
the art of thru-wall flashing 
eighteen years ago. 

No thru-wall flashing can 
operate successfully unless it 
has the two very important 
features that are found in 
CHENEY FLASHING — proven 
weep-hole drainage and the 
three-way bond, vertical as 
well as longitudinal and 
lateral. 

Remember, the inferior two- 
way flashings, crimped cop- 
per and membranes, have 
neither the vertical bond nor 
do they drain moisture from 
the wall fast enough. Further- 
more, their first cost advan- 
tage has disappeared be- 
cause today Cheney Flashing 
WRITE FOR is no longer a specialty—it's 
* ARTGUM" for 50 YEARS + “GOODYEAR” Since 1911 DESCRIPTIVE FOLDER P а standard commodity 


CHENEY - INDUSTRIES, Trenton, N. J. 
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'The user of one brand will want the other. Varied sizes and 
stylesto choose from—all in UNQUESTIONED QUALITY 


Crude asbestos fibre in its 
original rocklike state. 


Made of ASBESTOS 


each ply is a flexible covering of stone 


There's the secret of that Rock-of-Gibraltar resistance to 
wear and weather which you get in Johns-Manville Flexstone 
Roofs! It's in the felts. They're made of the magic mineral 
asbestos—fireproof, rotproof, long-lasting. 


Give your buildings that kind of all-out protection. 


Flexstone Roofs are smootb-surfaced, permitting fast and 
thorough roof drainage, eliminating the extra weight of 
slag or gravel, and making it easy to locate and repair any 
damage. They need no periodic coating. Asbestos felts are 
perforated to insure smoother and better application. 


АП Flexstone Built-Up Roofs are engineered to the par- 
ticular requirements of your building— whether it's new 
construction or re-roofing. To insure skilled application, 
they are applied only by J-M Approved Roofers. 


Three types are available: Flexstone Super “A”, Flexstone 
Standard, and Flexstone Service—each the finest that can be 
specified for its purpose. Write for our brochure BU-514A. 
Johns-Manville, Box 290, New York 16, N. Y. 


Because of unprecedented demand, there may be times when we 
cannot make immediate delivery. Please anticipate your needs. 


Resist drying-out action of the sun 


"SCRAPE TEST" proves it! 


Wherever you scrape the gray surface of a 
Johns-Manville Flexstone Roof, you'll find 
black live asphalt underneath, showing that 
the felt itself and the waterproofing agent be- 
tween the plies is effectively protected from 
the sun by the asbestos fibres within the felts. 
Result: Flexstone Roofs won't dry out... 


give extra years of service. 
Тм 


PRODUCTS 


Johns-Manville ASTON ROOFS 
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APARTMENT 


T 0) n 
б 8 PLANNING 


MADE EASY 


A Unit System of Apartment Planning 
That Can Save Hours of Your Time and 
Thousands of Dollars in Construction Costs 

16 QUARTER SCALE BASIC APARTMENT LAYOUTS 


If you and your staff have been wasting hours of time wrestling 
with FHA "608" regulations, here's a way to cut that time to 
minutes ard save many dollars of construction costs at the 
same time. 


The FAIN method of apartment planning shows you how to 
take any size or shape of lot and figure within a few minutes 
just how many apartment units you can put on it . . . garages 


included. With the FAIN method you can plan anything from 
a two-family unit to a fifty-family apartment building. Included 
in the FAIN plan are SIXTEEN quarter scale Basic Unit Lay- 
outs. By using these Basic Units in combination you can solve 
any plot plan layout in a few minutes. The FAIN method of 
apartment planning is new, but it includes tried and proven 
layouts brought together in a simplified method of unit planning. 
Not a plan service but the outgrowth of a lifetime of experience 
of an architect who has specialized in apartment planning in 
the leading cities of the nation. 

Write today for the FAIN method of planning "608" apart- 
ments. Price $3 postpaid anywhere in U.S.A. 

MONEY BACK GUARANTEE. |f you are dissatisfied in any 
way, return within five days and the purchase price will be 
refunded. 

Send $3 check, cash or money order to: (California orders 
please include nine cents sales tax.) 


W. C. FAIN 


2271 E. California St., San Marino, California 


The Colored Spots are 
our Trade Mark, Reg 
U.S. Pot. OR. 


SPOT SASH CORD 


WITH WEIGHTS AND PULLEYS 


— the one method of hanging windows that has been 
proved by generations of actual use to provide perfect 


and permanent balance. 


SAMSON CORDAGE WORKS ‘° BOSTON 10, MASS. 


KIMBERLY 


CARBO-WELD 
DRAWING PENCILS 


GENERAL PENCIL COMPANY 


67-73 FLEET STREET, JERSEY CITY 6, N. J. 
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ARCHITECTURAL ENGINEERING 


A Practical Course (HOME STUDY) by Mail Only 
Prepares Architects and Draftsmen 
for structural portion of 


STATE BOARD EXAMINATIONS 


For many this is the most difficult section of the examinations. 
Qualifies for designing structures in wood, concrete or steel. 
Successfully conducted for the past thirteen years. Our complete 
Structural Engineering course well known for thirty-seven years. 


Literature without obligation—write TODAY 


WILSON ENGINEERING CORPORATION 


College House Offices Harvard Square 
CAMBRIDGE, MASSACHUSETTS, U. S. A. 


SPRING BACK BINDERS 


FOR 


PENCIL POINTS 


(PROGRESSIVE ARCHITECTURE) 


TWO INCH CAPACITY $2.50 


REINHOLD PUBLISHING CORP. 
330 W. 42nd ST. New York 18, N. Y. 


etail 


L. Rossetti 
Chief Architect for 
& Vallet, Inc., E Rossetti 
Detroit 


For your Copy of the Mesker Book of Industria Windows 
0 Mesker Brothers. 4340 Geraldine, Sai 


» Write 
nt Louis ES: 


issourj 
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TERRA COTTA 


When the Merchandise Mart at Chi- 
cago, often referred to as the largest 
building in the world, was designed by 
Graham, Anderson, Probst € White, 
the adopted scheme for facing materials, 
generally, was stone for the plain or 
ashlar surfaces and architectural terra 
cotta for extensive ornament: for essen- 
tial enrichment. Northwestern Terra 
Cotta was widely used for these deco- 
rative motifs which consisted of span- 
drels, band courses, а number of striking 
Indian heads in upper stories and other 
ornamental features inclu ing a series 
of ceramic gold medallions which adorn 
the facade and reflect their brilliancy in 
the golden sunlight. <4. Lhe repetition 
of fine ornament in terra cotta distrib- 
utes the original modeling costs frac- 
tionally over many pieces and links high 
quality with true economy. 


Northwestern Terra Cotta 


Go © p o r a t i o' n 


1750 Wrightwood Ave., Chicago 14, Ill. 


tailor-made! 


Tailor-made Trulite letters are avail- 
able in any size, any shape . . . in porcelain 
enamel, stainless steel, or combination of both. 
Made to your specifications, in any style, Trulite 
letters can be furnished with electrode holes 
for neon or socket holes for bulb lighting. Trulite 
letters—the sign of distinction on any building. 


Better Buildings 


BARROWS PORCELAIN 


ENAMEL CO. 


LANGDON ROAD & PENN. R.R., CINCINNATI 12, O. 
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TRULITE LETTERS 


UN HEADQUARTERS 


By Le Corbusier... . 


U. N. Headquarters, by Le Corbusier, is in effect a 
complete report by this world-renowned architect of 
the entire story of the selection of the United Nations 
site. Le Corbusier was appointed by his country, 
France, as an expert in architecture and urbanism 
attached to the United Nations Headquarters Com- 
mission. The latter part of the book, written during 
the heat of the conflict, so to speak, carries the story 
right up to the final approval of the Manhattan site 
offered by Mr. Rockefeller. The whole book is an im- 
portant historic document as well as an expression of 
the author's urbanistic philosophy. 


It is illustrated in the author's characteristic technique. 


80 pages, 7V2 х 10 inches, $3.50 


YOU WANT TO BUILD A SCHOOL? 


By John Lyon Reid and 
Charles Wesley Bursch.... 


The emphasis of this book is on the group effort of 
the school planning-building program. Included is a 
discussion of everyone involved in the planning of a 
school from the pupil to the architect, even including 
the taxpayer. There are sections covering the follow- 
ing: Determining the Need for a New School; Master 
Planning for an Entire District; Preliminary Planning 
of a School Plant; and How to Use the School. This 
book is of equal importance to the architect as to the 
superintendent of schools, school boards, principals, 
engineers, and all others involved in schoolhouse 
planning. 
About 150 pages, illustrated, 
6V2 x 9 inches, $3.50 


REINHOLD PUBLISHING CORPORATION 
330 West 42nd Street, New York 18, N. Y. 


Also Publishers of Chemical Engineering Catalog, 
Metal Industries Catalog, Materials & Methods, 
Progressive Architecture, Advertising Management 
for American Chemical Society Publications. 


Another vein the Kewanee Line 


for Heating Medium Size Buildings 
Dependably with High Efficiency 


KEWANEE 


SQUARE-HEAT ТҮРЕ R BOILER 


€ The Kewanee Square Heat Boiler is an 
improved “‘streamline” version of previ- 
ous Type R models, redesigned and simpli- 


fied in one super-fine series. These eight new 
3R units incorporate all the features which 
have made the 16 sizes of Kewanee Type R 
so popular during the last seventeen years. 


@ This Square Heat Series takes in the 
upper bracket ratings as developed in the 
Steel Boiler Institute Code for residential 
boilers ... making it ideally suited for 
heating medium size buildings with unusually 
high efficiency. 


ө For Oil, Gas or Coal (stoker or hand 
fired) and easily and quickly converted 
from one fuel to another. You can switch 
from oil to gas and back again, and a 
change to coal requires no alterations in 
the boiler proper. 


Eight Sizes for 740 to 3000 Square 
Feet Steam, 5. В.І. Net Rating. 


MEMBER 


` KEWANEE BOILER CORPORATION - 
KEWANEE; ILLINOIS 


Division of American Raprator & Standard Sanitary corporation 
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TIMBER ENGINEERING COMPANY! 


Ls ate CE RERUM = Бе чин EBENE 


QI... — renes 57 8 


ARCHITECTS 


[ipt liri 


FRAMING ANCHORS 


The new timber connector that 
makes economical secondary 
connections in wood framing: 


e Joists to Beams 
Beams to Posts 
Studs to Sills 
Rafters to Plate 
Plate to Studs 
Girts to Posts 
Lintels to Bucks 
Joists to Nailers 
Purlins to Trusses 


While Jor FREE 


BOOKLET 


1319 18th Street, N. W., Washington 6, D. C. 


Please send FREE пе of your new 
booklet on Trip-L-Grip framing 
anchors. 


re ————€ 
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MEET THE HUGE DEMAND 


FINE WELDWOOD 
HARDWOOD 
PLYWOODS 


For tbe first time since before tbe 
war, Weldwood Plywood is avail- 
able in large supply . . . in a wide 
variety of fine cabinet hardwoods! 


And you'll find eager acceptance 
for Weldwood all through your 
clientele. 


Why? Because . . . even in the face 
of serious shortages . . . we've carried 
on a vigorous national advertising 
campaign to sell Weldwood to home- 
minded Americans. As a direct result 
of this advertising, almost half-a- 
million prospective users have writ- 
ten for more complete information. 


We've told them all the entire Weld- 
wood story. They know, for instance, 
that Weldwood has striking decora- 
tive beauty plus high structural 


WELDWOOD Plywood 


Weldwood Plywood and Mengel Flush Doors are products of 
UNITED STATES PLYWOOD CORPORATION THE MENGEL COMPANY 
New York 18, N. Y. Louisville 1, Ky. 


Distributing units in Baltimore, Boston, Brooklyn, Chicago, Cincinnati, Cleve- 
land, Detroit, Fresno, High Point, Los Angeles, Newark, New York, Oakland, 
Philadelphia, Pittsburgh, Rochester, San Francisco, Seattle. Also U.S.-Mengel 
Plywoods, Inc. distributing units in Atlanta, Dallas, Jacksonville, Louisville, 
New Orleans, Houston, St. Louis. In Canada: United States Plywood cf Canada, 
Limited, Toronto. Send inquiries to nearest point. 


strength. They know, too, that 
Weldwood can be installed easily 
and economically . . . either for re- 
modeling or new construction. 


And your clients know this: Weld- 
wood's first cost is the last. It's guar- 
anteed against splitting, cracking or 
warping for the life of the building 
in which it's installed. 


Take advantage of this knowledge... 
and the acceptance that comes with 
it. Specify Weldwood. It's a modern 
material of proved quality and 
demand. 


You can get detailed information on 
the wide variety of sizes and veneers 
now available from your nearest USP 
office or representative. 


Weldwood* Hardwood Plywood Tekwood* (paper-faced plywood) 


Douglas Fir Weldwood Flexmetl* 


Mengel Flush Doors Weldwood Glue*and other adhesives 


Douglas Fir Doors Weldrex* (striated plywood) 
Overhead Garage Doors Decorative Micarta 


Molded Plywood Flexwood* 
Armorply* (metal-faced plywood n 
irzite 


*Reg. U.S. Pat. Off. 


Waterproof Weldwood for exterior use is bonded 
with phenol formaldehyde synthetic resin. Other types 
of water-resistant Weldwood for interior applications 


Plastics and Wood are manufactured with extended urea resins and other 


Welded for Good approved bonding agents. 
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ERNEST KUMP CLAIMS THAT ARCHITEC- 
TURAL EDUCATION SHOULD BEGIN IN 
FIRST GRADE. I’m inclined to agree with 
him that only by some such drastic 
move can the general public be made 
aware of the meaning of architecture 
and accept readily—even insist upon— 
good design. However, the question 
remains, what is going to be taught? 
Who would determine the point of view 
to be followed? How many local school 
boards would consider familiarity with 
the Greek orders an understanding of 
architecture? 


Many intelligent, well educated adults 
can discuss music and painting and the 
theater with perspicacity and discrimi- 
nation, but judge architecture by super- 
fieial standards. I have had two in- 
stances recently. In the town next to 
mine a bank was built on a prominent 
corner. Space was limited, and it hurt 
me to see much of it wasted in a formal, 
symmetrical approach. The other eve- 
ning a neighbor commented on the build- 
ing and complained bitterly about the 
crowded plan, poor customer circulation, 
and inadequate lighting. “But I like it 
architecturally," she said. 


Apparently just a few esthetic trade 
marks are needed to denote “architec- 
ture" to most people. The other instance 
I mentioned was in an airport building 
in a Midwest city. A fellow traveler and 
I were griping about the smoky, stuffy, 
interior waiting room. Our flight was 
called and we finally found the circui- 
tous way out to the field. As we got on 
the plane, my friend looked back at the 
cast-stone pilasters fastened to the 
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Betty Bari 


FOOTPRINTS IN 
SANDS OF TIME 


What is the world coming to? 
This picture was snapped surrep- 
titiously at AN ARCHITECTURAL 
SCHOOL. Have we lost all re- 
spect for THE CLASSICS? 15 the 
younger generation completely 
OUT OF HAND? 


CO Bee ЖАЙ. ЖЫК ONS 


yellow brick facade and said, “It’s nice 
architecture, though, isn't it?" 


I agree that early, general education in 
the elements of architecture is needed, 
but it might be a dangerous move until 
there is a much larger body of potential 
teachers who understand what goes on 
in the design process. The architectural 
schools themselves can't find enough 
qualified teachers. 


ARCHITECTURE THRIVES WHEN IT IS A 
DEMOCRATIC PROCESS, becomes intro- 
spective and sere when it has no rela- 
tion to the people it is meant for. That's 
a pretty obvious fact, but it's one that 
is too often overlooked both in a histori- 
cal and a contemporary sense. The his- 
tory books blandly say, “Architecture 
reflects its times." That isn't true, 
except in the periods when architects 
understood and were a part of the 
"times" they were presumably express- 
ing. It is possible for architecture to 
deny its times; I think the airport 
building I mentioned is an example. 


This is leading up to a profound obser- 
vation: The important native contem- 
porary architecture in this country is 
beginning to show up in those regions 
with no strong cultural prejudices, de- 


22... Ue Coes 


signed by men who are in close touch 
with the users of their architecture. 
An architect working in a small town 
in Texas may never become rich, but 
he has a double likelihood of producing 
important work; he is not apt to be 
deterred by local tradition, and he has 
the opportunity to be close to the people 
of the region. 


On the other hand, a practitioner in a 
large city in New England has a double 
handicap; he meets face to face the 
remains of Early American culture, and 
he designs largely for clients who repre- 
sent business rather than people. I know 
that at the moment—even in the pages 
of PROGRESSIVE ARCHITECTURE—the end 
products we publish seem to deny this. 
Yet I'd be willing to bet that in the next 
decade the well known big city firms 
will be less important (architecturally, 
not profit-wise) than a multitude of 
designers you’ve never heard of, all over 
the country. 


That isn't a blind bet. We've seen work 
from many sources which is crude, 
stumbling, unpublishable, but which 
shows native expression and under- 
standing. I've seen buildings—in Min- 
nesota, Tennessee, Oklahoma, Indiana— 
which aren't nearly as good architecture 
as almost any shop on Fifth Avenue, 
but which come from a sincere attempt 
to provide appropriate structures for 
good neighbors, not from a flashy, im- 
personal design ability. 


Give these boys time to season, add to 
them some of the recent school gradu- 
ates, shake well and let simmer through 
a stable period of building activity, and 
you'll have the beginnings of that U. S. 
architectural expression that Sullivan 
and Wright hinted at back before the 
turn of the century. It got lost some- 
where in the last fifty years, but it'll 
be along any generation now. Sometimes 
it's hard to be patient, 


ENTHUSIASM DOESN'T NECESSARILY PRO- 
DUCE GOOD ARCHITECTURE, but it's 
astonishing to see how often a designer 
who is simply bubbling over with ex- 
citement about his work has good reason 
to be proud of the product. Conversely, 
when I go in an office and find principals 
dour and drafting room bored, I can be 
fairly sure that run-of-the-mill archi- 
tecture is being turned out. I could 
mention many instances, but two come 
quickly to mind. Long & Thorshov’s 
office in Minneapolis, doing some of the 
finest work in that region, is a hive of 
excited, enthusiastic activity. In Louis 
Justement’s drafting room, in Washing- 
ton, D. C., the whole staff stops work to 
help explain the features of a model of 
a veterans’ hospital—one of the best 
in that program that I’ve seen. For 
obvious reasons I would prefer not to 
give examples of the reverse attitude. 


ie. 


